















KIRK” BLUM 


VERSATILE 
DUST CONTROL 
APPLICATIONS 


Controlling the dust in seventeen different foundry 
units called for a highly specialized system. Kirk & 
Blum Engineers solved this problem with a three- 
way system utilizing Rotoclones, Cloth Filters and 


Centrifugal Type Collectors 


In the foundry proper, which includes all types of 
sand-handling equipment, Roto Clones did the job 
while cloth-type filters were used in the cleaning 


buildings. In the pattern shop a centrifugal type 


The KIRK & BLUM Mfg. Co. 


CINCINNATI 25, OHIO 


2802 SPRING GROVE Ave. 


collector and storage bin was installed for shav- 


ings and dust collection, 


Another problem presented itself and was over- 
come. Because of crane interference, all discharge 
pipes had to pass vertically along column centers 


with special transitional shapes. 


If you want top efficiency and economical opera- 
tion in dust control for your foundry, get the un- 
biased facts and expert counsel of Kirk & Blum 
Engineers. For further information write to 
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‘2, TAR 
coAL ES 
uL THE sn oF uve 


RA FT } 
FOR D_ NONE © 
_— is an important advance in tar therapy 
—a new refinement of a widely used for- 


mula originally developed by leading chemists A New Name 


in the field of skin diseases. Coal tar sources 


have been selected to give Teru maximum in Tar Therapy 
soothing properties. No synthetics are used. 

Teru is both easy and pleasant for the patient to use. It disappears as it is 
smoothed into the skin. There is no discoloration of the skin or clothing, no 
oily film, no tar odor to add to the patient’s self-consciousness. Teru is quickly 
absorbed into the skin for thorough medication. Applications can be repeated 
as frequently as is convenient for the patient, an extra advantage if his condition 
does not interfere with his work. 


Teru is a stainless, greaseless and odor- 
less cream for use wherever coal tar ther- 
apy is indicated— eczema, psoriasis, der- 
matitis, pruritus, eczematoid dermatitis, 
seborrheic dermatitis, occupational derma- 
toses, folliculitis. Teru is available in 5 
pound, 1 pound and 2 ounce jars at your 
favorite surgical dealer and_ ethical 
pharmacy. 


TERU PRODUCTS INC. 


an affiliate of Garfield Medical Apparatus Co. 
147 WEST 22nd STREET ° NEW YORK 11, NEW YORK 
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U 1 TERU PRODUCTS, INC. 
R 1 147 W. 22nd St, New York 11, N.Y. 
TE i I am interested in trying TERU. 
Try : Please send me 2-oz. sample jar. 
i 
FILL IN AND MAIL ; *“* ; 
THIS COUPON TODAY } “== 
FOR AN EARLY =! “™ ame BO 
TERU TRIAL! 1 ~~ 3 
4 
e My dealer is 
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ways to keep 
a woman happy | 


on the job 
a 


eit 
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COVERALL 
(Powder Suit) 


JUMPERALL 


Women like ‘em because they're so smartly tailored. You'll 
like ‘em because they eliminate clothing hazards, stand up 
to hard wear and hard laundering. Shop-test any style at 
our expense. A note on your company letterhead will bring 


a #@mple garment in any size without cost or obligation. SLACK Sum 


SUMMERALL 


Please specify twill or denim. 


RANDLES MANUFACTURING CO., 2 CAROLINE STREET, OGDENSBURG, N 
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’ THOM MCAN-— SAFETY SHOE DIVISION 
25 WEST 43rd STREET- NEW YORK 18-WN.Y. 





yourself WORTH more money, Horton 


Safety Engineer Horton has really done a swell job this past 
year. Hit a new low in man-hours lost through accidents. 
While his plant was making record highs in output, too. He 
has every department safety conscious, working with him. 
How did he do it? 

Mainly, he streamlined his working technique. Rid himself 
of needless details. For instance, he discontinued his plant's 
Safety Shoe department — took on the Thom McAn Foot 
Safety Plan. This relieved him at once of shoe store problems 
— buying, stock control, correct fitting, and listening to em- 
ployee complaints. Free to concentrate on things of more 
importance, he soon was making a standout record. And now 
the Chief has recognized Horton's increased value. 

Every Executive concerned with Foot Safety should know 
about the Thom McAn Plan. Just read the story-in-brief 

Make this Store Your 

Safety Shoe Dept. 


(at left). Then write us for 
complete details. Without 
obligation, of course. 








MORE THAN 500 STORES 
IN OVER 300 CITIES 





E MEN buy their shoes from THOM McAN than from ANY OTHER shoe store organization IN AMERICA 




































































ADVERTISERS’ EQUIPMENT INDEX 


The following index to advertiser's equipment has been compiled for your use. The manufacture 










and distributors listed are prepared to supply you w:th information regarding their products and {j 


provide the equipment, services, and materials necessary for most effectively carrying out your progra 


of employee safety, health and welfare. 


Particularly today, with surplus and inferior 


ORI 


ioods flooding the market, it will pay you to buy pr 


tective equipment ONLY from reliable, reputable companies. Refer to the pages indicated for a 


vertiser's products. 


* 


PERSONAL PROTECTIVE 


EQUIPMENT 
PAGE 
American Allsafe Com- 
pany, Inc. 41 


Sweat Bands 
American Industrial Safety 
Equipment Co. 45 
Welding lenses and 
cover plates 
American Optical Company 13 
Safety Goggles, capes, 
sleeves 
Chieago Eye Shield Co. 9 
Safety Goggles, weld- 
ing helmets, hoods 
H. 8. Cover *° 49 
Respirators, safety 
goggles 
Dunn Products 42 
Snythetic rubber 
clothing, gloves, 
aprons 
Flents Products 
Ear stopples 
General Scientific Equip- 
ment Co, 43 
Sweat Bands 
Gro-Cord Rubber Co. 37 
Safety soles and heels 
Hollywood Turban Prod- 
ucts Co. 42 
Women’s headgear 


Co., Ine. 62 


International Shoe Co. 10 & 11 
Safety Shoes 

Jackson Products 16 
Face Shields 

V. E. Kennedy Co. 18 


Women’s safety can 


Lehigh Safety Shoe Co., 
Ine. 22 & 23 
Safety Shoes 
Thom MecAn 
Safety Shoes 3 
Martindale Electrie Co. 57 


Protective face mask 
National Industrial Laund- 
erers & Cleaners Associ- 


ation 68 
Work clothing cleaners 
Pioneer Rubber Co. 56 


Neoprene Gloves 
Randles Manufacturing Co. 
Women’s work uni- 
forms 
Resistoflex Corporation 15 
Gloves, sleeves, 
aprons, caps 
Safety Clothing & Equip- 


N 


ment Co. 72 
Asbestos clothing, fire 
blankets 

Safety First Shoe Co. Cov. IV 


Safety Shoes 

Surety Rubber Company 71 
Synthetic rubber 
gloves 


PAGE 

Watchemoket Optical Co. 5 
Safety Goggles 

Welsh Manufacturing Co. 47 
Safety Goggles 

Willson Products, Ine. 19 
Respirators, safety 
goggles, face shields 


HEALTH MAINTENANCE 
PRODUCTS 


Athea Research & Preesee- 


ing Laboratory 44 
Hand Lotions 
John H, Breck, Inc. 8 


Protective hand 
creams and lotions 


Cordley and Hayes 60 
Water coolers 
Dixie Cup Company 33 


Paper containers 
E, I. du Pont de Nemours 


& Co. 12 

Protective hand 
creams 

Elvin First Aid Supply 53 
Salt tablets and dis- 
pensers 

Industrial Products Co. 58 
Sale tablets, dispen- 
sers, signs 

International Salt Co. 43 
Salt tablets and dis- 
pensers 

Kolar Laboratories 16 
Hand creams and 
cleanser 


Mine Safety Appliances Co. 49 
Protective han 


creams 

Morton Salt Company 50 
Salt tablets and dis- 
pensers 

Onox, Incorporated 70 


Foot disease control 


G. H. Packwood Manufae- 


turing Co. Cov. Ul 
Hand cleansers 
Penathol Laboratories 58 
Foot disease control 
Teru Products, Ine. 1 
Protective hand 
creams 
United States Safety Serv- 
ice Co. 73 
Salt tablets and dis- 
pensers 
The Utility Co., Ine. 63 


Powdered hand soap 
West Disinfecting Co. 38 & 39 
Hand cleaners and 
creams 
AIR CLEANING, SANITATION, 
and MAINTENANCE EQUIPMENT 
Aget Detroit Company 46 
Dust collectors and 
systems 


* 


PA( 
American Air Filter Co. 1 
Air filters and systems 
Finnell System, Inc. f 
Floor maintenance 
machines and supplies 
Kirk and Blum Mfg. Co. Cov. 
Dust control systems 
Walter G. Legge Co., Ine, l 
Floor maintenance 
Peters-Dalton, Ine. 3 
Dust -collectors 
Ruemelin Mfg. Co. 
Fume collectors 
Schmieg Industries 
Dust control systems 
Claude B. Sehneible Co. q 
Portable dust collect. 
ing system 
Torit Manufacturing Co. 
Portable dust collect- [ 
ing system : 
Trojan Products and Mfg. 
Company 
Oil absorbent for 
floors 
U. S. Hoffman 
Corporation 
Vacuum cleaning | 
equipment 


FIRST AID AND MEDICAL |) 
SUPPLIES 


American Bandage Corp. 
Self-adhering band- 


Machinery 


ages 
The Gebauer Chemical Co. 
Burn spray liquid 
The Murine Company 
Eye bath solution 
Northwestern Sales Corp. 
Tubular gauze 
fabric bandage 
Powers X-Ray Service 
In-plant emplo /ee 
x-ray service 
A. Smith & Son 










‘ | 
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Flexible stretchers ; | 
bi atter 
SAFETY DEVICES acked 
M. E, Cunningham Co. ‘ 
Safety Steel Stamps Fy} and, 
A. C. Davenport & Son e Sav 
Bulletin Boards . 
Dayton Safety Ladder call 
Company 
Safety Ladder Shoes | 
Ideal Commutator Dres- 
ser Co. 





Storage batteries 
and rechargers 

Justrite Mfg. Co. 
Flashlights, safety 
lanterns, safety cans 

Stonehouse Signs, Inc. 
Aceident prevention 
signs 


| 
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ee ee OS 
We never made Eye Savers for this job .. . 
we know our safety goggle is good . . . it’s 
light . . . shatterproof... amply vented to 
minimize fogging ...it has impact resist- 
ce well above Federal specifications... but turning a 


platter of molten metal is a new one. The intense heat 
Gacked the lens, to be sure... but there was NO INJURY © 
3} .and, oh yes, the lens was replaced in a jiffy .. . another . 


e Savers feature. ¢ Whatever your protection needs may 


ATCHEMCOKET OPTICAL co., wee. © PROVIOENCE 3, &. 1. in Chicago: 29 Madison St., Chicago 2, lil 


in Canada: Levitt Safety Appliances Co. 
1652 Yonge Street, Toronto 12, Ont. 
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CENTURY 


SCOURING Poworn 


FINOLA 


scouring reworn 


VANILLA 
Sits 


FAST-ACTING 


Cleaning Powders 
Cut Operating Time of Your Scrubbing Machine 


All Finnell Floor-Cleaning Powders are specially compounded to 
work in scrubbing machines. The chemical action of these powders is 
compatible with the speed of machine-scrubbing! They act instantaneously on 
dirt, oil, and grease, so that your scrubber can more quickly remove the accumu- 
lation from the floor. This cuts operating time of your machine and saves Jabor. 


The six Finnell Powders illustrated serve specific needs. Setol: An oil emulsifier 
developed expressly for quickly and safely removing grimy oil and grease from 
floors. Asesco: Also an oil emulsifier, but recommended under conditions not 
requiring the potency of Setol. Finola: A scouring powder for heavy duty scrub- 
bing of smooth, hard surface floors and some wood floors. Century Scouring 
Powder: A mild abrasive cleanser. Solar Soap Powder: 
Recommended wherever a good soap powder is re- 
quired. Finnell Rubber Cleaner: Endorsed by Rubber 


looring Manufacturers Association. 


Finnell Powders are compounded in Finnell’s own mill, 
and are put up in containers ranging from 5-lb. bags to 
300-lb. barrels. For literature or consultation, phone 
or write nearest Finnell branch or Finnell System, Inc., 
3508 East Street, Elkhart, Indiana. 


FINNELL SYSTEM, INC. \ us 


IN ALL 


Pioneers and Specialists i“ / PRINCIPAL 


/ 
FLOOR-MAINTENANCE EQUIPMENT AND. SUPPLIES ) CITIES 
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Breck pH7 Protective Crean 
Breck pH7 Protective Cream - we like to believe - will bq 
just as useful to men and women when this nation is af 
peace with the world as it has been during the war - Indug 








trial Dermatitis has for years been a problem for worker 
and management alike - Breck pH7 Protective Cream ha 














of lower priced protective creams - Breck pH7 Protective Cream § 
useful where the following irritants are encountered - cooling lub 
cants - cutting compounds - rubber dust - petroleum solvents - such 4 
kerosene - varsol - sovosol - magniflux-phenol formaldehyde resin - t4 
pitch - printing ink - finger printing processes - chlorinated naphth 
lene - lime - fiber glass - paint - gray iron dust and duplicating inf 
JOHN H BRECK INC - MANUFACTURING CHEMISTS - SPRINGFIELD 3 MASSACHUSET TF 
CANADIAN ADDRESS . 47 CLARENCE STREET ° OTTAWE 
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Good Ways to Look at 





EYE PROTECTION 


@ Number One is the lightweight 
champ among goggles—the CEsco 
Coverlite with non-shattering, 
replaceable plastic lenses. Comfort- 
able? You bet! It weighs only 96/100 
of an ounce! Frame rests lightly on 
the brow, nose, cheeks—no pressure 
anywhere. And, it fully protects the 
entire eye area. 


@ Number Two is CEScO’s newest 
version of the Coverlite Goggle— 
equipped with replaceable, 
HARDENED GLASS SAFETY 
LENSES! Heavy chips and fragments 
stop on impact. This new, comfort- 
able Coverlite guards eyesight against 
every industrial hazard. With clear 
or anti-glare lenses. 





CHICAGO EYE SHIELD CO. 
2308 Warren Boulevard * Chicago 12, Illinois 
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A. CESCO FOR SAFETY 





WILL THEY TOOL-DOWN 
ON SAFETY WHEN THEY 
TOOL-UP ON CONVERSION? 





S afety Directors now have plans 
in readiness to meet specific safe- 
ty needs of conversion and after. 
And these plans can help main- 
tain industry’s safety gains when 
war-time urgency for conserving 
manpower no longer exists. 
The success of this effort depends 
on how clearly management sees 
the relation of safety to conver- 
sion. Management must feel safe- 
ty’s importance not only in 
human factors but in economic 
worth. Only then can manage- 
ment be expected to make ade- 
quate provisions for safety in 
company planning. 

To help bring this about, the 
makers of Hy-Test Safety Shoes 
are directing a series of adver- 
tisements to management. The 
advertisements tell of the won- 
derful job the Safety Director 
has done in war-time, and remind 
top management that this skilled 
supervision can serve equally 


3 HV-TEST Sujet Shoes 
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well in the coming tests of pro- 
duction efficiency. 


Through this advertising, Hy- 
Test carries on additional safety 
work when war-time restrictions 
do not permit the manufacture 
of all the safety shoes demanded 
by the extra thousands of work- 
ers who have come to appreciate 
the value of wearing safety shoes 


with the Anchor-Flange Steel Toe. 


FREE 64-PAGE BOOK! 


Send for your illustrated copy of 
Hy-Test's Safety Engineer's Digest, 
“Let's Use Our 
Heads and Save 
Our Feet,’ writ- 
ten expressly for 


“those who be- 
lieve toes are 
worth saving.” 
It offers a com- 
plete guide to 
greater foot pro- 
tection for your 
workers. 





























of pro- ~piiiccateealnae” 
g, Hy- THE KX FOR CONVERSION 
| safety NEEDS THE SAFETY INGREDIENT 


‘ictions 





No plans for conversion can be complete pervised. It’s time’ to consult with your 

facture until protection is provided against haz- Safety Director. His abilities are potent 
ards inherent in the retooling of industry _ ingredients in any effective prescription 
and in the retraining of workers. During for conversion. 

nanded such critical times the Safety Director's 
experience and efforts are essential ingre- 

4 d hod: 

‘ work- oni ~papemcuienag. +8 FREE 64-PAGE BOOK! 
Management has come to place greater Seatthe siesiiaietahenie el Uitte 

; dependence on the Safety Director, for Satecy Engineer » Di- 

wreciate war records prove unquestionably. his Fig ay oe One 
tremendous economic worth in cutting Feet,” written ex 

y shoes Sncecial low ond vie wane coused by | brevslzfor'vhace 

7 who believe toes are 
accidents. worth saving. It of 
- fers 

teel Toe. ‘To offset a competing company’s efficiency pan nw 
in manpower, top management will need tio for your workers 
to keep its own safety program fully su 














OK! 


py of 
Digest, 


HY-TEST Set Shas 


MY-TEST DIVISION © INTERNATIONAL SHOE COMPANY «© Sf LOUIS moO 









The above, or similar advertisements, 
directed to t, are to 





i 


in Fortune, Steel, Iron Age, Factory, Mill 
& Factory, Foundry, Purchasing, Indus- 
trial Relations and Modern Industry 
throughout 1945. 


é 
= } iy ey ; rit "ie 
4,44 
HY-TEST DIVISION e INTERNATIONAL SHOE COMPANY e ST.LOUIS 3, MO 
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You can now supply your workers with two 
types of PRO-TEK—and meet almost every 
requirement for a hand protective cream. 

The standard PRO-TEK is not affected by 
grime, paints, solvents and insoluble oils, but 
washes off quickly with soap and water. 
PRO-TEK No. 2 resists water-mixed cutting 
oils, mild acids, alkalies and other aqueous 
solutions. 

Both types of PRO-TEK are applied before 
starting work. They are safe, sanitary and 
easy to use. Both are extensively used in 
many large factories, and are recommended 


by safety engineers and plant hygienists. 

If you’re not already using tlfese outstand- 
ing hand protective creams, ask your jobber 
about them—or write direct for free samples 
to E. I. du Pont de Nemours & Co. (Inc.), 
OH-4, Wilmington 98, Delaware. 


DU PONT PRO-TEK 


HAND PROTECTIVE CREAM 
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Welders Work More 
4 Comfortably—More Efficiently 


} @ 


AG SAFETY 
CLOTHING 


These -welders are ideally dressed for bench 
welding, cutting and burning during the hot 
months. Cut for free action out of high-grade 
chrome tanned leather, each of the garments pro- 
vides ample protection for the exposed parts of 
the body without adding uncomfortable weight 
for unneeded coverage. Send for catalog showing 
complete line of AO Safety Clothing — pants, over- 
alls, jackets, leggings, gloves, 
etc. Write your nearest .AO 
Branch Office or direct. 


AO Cape Sleeve and Bib No. 
208B-CL: Complete protec- 
tion for shoulders, arms and 
front of body. Detachable bib, 
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American @ Optical 
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@ Regardless of the quality and 
serviceability of the filters used in 
your air cleaning system—their dust 
collecting efficiency will depend 
upon their suitability to the par- 

ticular service and the manner in 
which they are applied and in- 
stalled. To guide you in selecting 
the RIGHT filter and installing it 
correctly, we have prepared this 
helpful booklet. It's FREE for 


the asking. 


SEND TODAY! 
This bulletin and others 
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Filter Co., Inc., 366 Cen- 
tral Ave., Louisville, Ky. 





AIR FILTERS 
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~’ || Protection plus 
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—their dust 


a sont || QUAL PURPOSE 
"we" || SAPETY CLOVES 





























» manner in 





ied and in- y 
in selecting i 
| installing it 


srepared this 


H's FREE for 


@ Resistoflex work gloves of compar 
safeguard hands against harmful grease, 
oil, gas, fumes and dust; protect metal 
parts against tarnishing and corrosion. 
Compar, completely and permanently 
immune to the most active and toxic 
solvents, is light and flexible...provides 
maximum freedom of movement. 

The Resistoflex line also includes 
sleeves, aprons, smocks, half-smocks and 
caps. 








RESISTOFLEX CORPORATION 
BELLEVILLE 9, N. J 


rete RESISTOFLE X 


eee eee ee eee eee eee eee eee 


Mefesscess besttesbedoues RESISTOFLEX CORPORATION 
Oe e eS ECECOCOCOCOOOOOSe CEES BELLEVILLE 9, NEW JERSEY 


eee eee eereeeeees UME e cesses 
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THREE VISOR DEPTHS: 4, 


o” 
507 
THREE VISOR THICKNESSES: 
.020” © .030” @ .040” 











NEW AND WORTHY IMPROVEMENTS for the protection of the 
eyes and face are now combined in one shield—Type J-1. 


1 it's “Featherlight"! 

2 Comfortable, snug fit for any head is assured by a fibre head gear 
equipped with a sliding, adjustable head-strap. Leather sweat 
band provides added comfort. 

3 Spark Deflector for forehead provides added protection. 

4 Adjustable Visors are quickly replaceable—see below. Made of 
fire-repellent, flexible Plastacele and fully bound, they provide 





wide, unhampered vision. 
5 Four Shades from which to choose: clear, light, medium and dark 
green. 
; © Measured in the man-hours it will save and the misery it will 
Visors are quickly and se- prevent, this shield is the finest low-cost investment in industrial 
curely replaced by means of : afety ever offered. ’ 


. il i le 
on Cena ® Be sure to give visor depth and shade desired when ordering. 


Standard visor depth 6” as illustrated. 


Contact your nearest Jackson dealer or write to us. 


JACKSON PRODUCTS 


3265 Wight Street © Detroit 7, Michigan 


In Canede: C. H. Henze Co., Windsor, Hollup Corporation’ Limited, Toronto; Levitt Sefety 
Applionces Co., Toronto, Porogon Supplies Limited, Voncouver; Flecks Bros. Limited, Vancouver. 
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LOOKING FOR A FLOOR THAT WAS 








Mr. Higby paid hard cash .. . and 
plenty of it . . . for good-looking floors 
of highest quality. When the material 
began to disintegrate, he launched a 
personal investigation to find out why. 
He discovered that the floor had not 
worn away from hard use. . . but had 
been washed away through incorrect 
clean-up methods. 

Mr. Higby’s findings are reported in 
our little book, “Mr. Higby learned 
about Floor Safety the Hard Way.” It 


re 


tells why the initiation of correct, non 
slip floor maintenance methods often 
requires action by top management 
officials. Then the book goes on to 
show how the LEGGE System protects 
and improves the appearance of floors 

. and at the same time provides 
genuine, non-slip floor safety while 
actually reducing maintenance costs. 
You will be interested in reading this 
book. Sign and mail the coupon for 
your copy... ioday! 
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PIN TO YOUR LETTERHEAD 
and mad for 


WALTER G. LEGGE CO., INC. 
11 W. 42nd St., 
360 N. Michigan Ave., Chicago 1, Ill. 
Gentlemen: Please send your free book, 
“Mr. Higby learned about Floor Safety the ‘ 
Hard Way” 


Attention of. 


New York (18), N. Y. 





= 





For fast corrective action, dictate a note to us 
stating approximate area and types of flooring 
Describe briefly maintenance methods now em- 
ployed and add particulars about any specific 
slip hazards encountered on your premises. 
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ONE SIMPLE STATEMENT 
WILL CLEAR THE AIR.. 
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‘*Sorry, lady— 

orders call for an 

s = observation post 

ag to be stationed 
here.”’ 





Just as a few words will often clarify a complicated situation 

. all that is necessary to cleanse the air in your plant is to i 
entrust us with the job. SCHMIEG Centri-Merge equipment 
is improving employee health and working efficiency and in- 
creasing production from Maine to California. Our engineering 
department welcomes the opportunity to make recommenda- 
tions on your particular requirements. 
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You will get the maximum in worker 
eye protection with Willson Safety 
Spectacles. Reasons . . . heat treated, 
SUPER-TOUGH lenses; every lens indi- 
vidually tested; new reinforced ‘rames. 
With or without sideshields. 


COMFORT 


Workers get custom-fit comfort with 
nine variations of lens and bridge size. 
Safety becomes second nature because 
these spectacles fit, feel good and 
workers keep them on. 


STYLE 
XR 484 
Handsome modern appearance will ap- 
peal to workers. They are regular 
glasses that protect the eyes without 


attracting attention. Available in flat 
lens, 1.25 curve, or 6 curve. 


"Wk 


Get in touch with your Willson 
Safety Service Distributor for 
full information on the Style A 
Safety Spectacle. Or, write to 
Dept. OH-2 















GOGGLES « RESPIRATORS « GAS MASKS » HELMETS 
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HYDRO-WHIRL DUST COLLECTORS AND SPRAY BOOTHS—INDUSTRIAL OVENS, WASHERS AND VENTILATING SYSTEMS 
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SF iwien the White Killer is at 
work, he is always paid! He may be 
at work in your plant or office 
right now, a trusted employee, un- 
suspected and unsuspecting . . . 
spreading the treacherous scourge 
of tuberculosis! 

TB sabotages efficiency, robs its 
victims of energy and effectiveness. 
It’s infectious and contagious—one 
victim leads to another, and an- 
other, and another. 

TB can be detected, can be 
stopped! The lesions of early, cur- 
able tuberculosis are visible to 
X-Ray—and now X-Ray examina- 
tion is practical for large groups! 
By the Powers method, in use over 


GLEN COVE, L. | 


















12 years, employees can be X-Rayed 
quickly and economically, without 
disrupting working schedules. 

Trained Powers technicians set 
up and operate modern, high speed 
apparatus in your own plant—do 
the whole job at one time, at one 
all-inclusive low price. Your own 
examining physician is supplied 
with full-size, 14”x17” radiographs 
of high diagnostic quality. 

The cost of Powers full-size 
radiographs is measured in cents— 
their value may be counted in man- 
hours, dollars, lives! Consult your in- 
dustrial physician or TB Associa- 
tion now about obtaining a Powers 
X-Ray Survey of your employees! 


POWERS X-RAY SERVICE 


N. Y. 


Group Radiography 
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Investigation 
failure of ventilating e 


chart for your own operati 


aceanerna:s. 95! “SI 
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“By W. N. WITHERIDGE, M.S., Director of Industrial Hygiene, 
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in 2500 plants reve 
quipment. Here is a 
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Detroit, Michigan 


HE value of ventilation sys- 

tems may be questioned by 
management when such systems 
seemingly interfere with produc- 
tion, present a supposedly un- 
necessary cost, or seem to have no 
protection value. 

The non-technical person has 
very little alternative but to judge 
health hazards by what he sees, 
senses, or experiences for himself. 
This is a distinct handicap in the 
field of occupational health haz- 
ards, and especially troublesome 
when dealing with microscopic and 


sub-microscopic matter as dusts, 
fumes, mists, vapors, and gases. 
Why? Because many of the dan- 
gerous air contaminants make 
absolutely no impression on our 
physical senses until the damage 
has been done. Workers can carry 
on for months and years under 
hazardous concentrations of silica 
dust without any discomfort or 
evidence of harm and finally seem 


Exhausted Enclosure for Car Wheel Shake-| 


out. Courtesy C. B. Schneible Co. 
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to have developed a case of dis- 
abling silicosis. 


Requires Tact 


They may, for instance, resent 
bitterly a —. that they be 
transferred from an_ interesting, 


| good paying job that creates in- 


visible but dangerous concentra- 
tions of lead fumes, because they 


| have not yet become ill with lead 


poisoning. These workers and their 
employers may not have personally 
experienced the suffering and cost 
of occupational disease. 

Users of ventilation equipment 
are not always sold on the idea of 
having it around. Perhaps it was 
installed because a government 


} inspector so ordered, or top man- 


agement is aware of the dangers of 
certain operations and had ventila- 
tion equipment installed. 


Know All Factors 


The ventilation engineer who 
designs a system for the control of 
a certain dust, fume, mist, vapor, 
or gas must know whether that 
substance is visible, irritating, of- 
fensive, or whether it has no effect 


‘| whatever upon the human senses 


at the concentrations present in the 
plant air. 
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CLEAR THE AIR 


If the system produces an ob- 
vious and highly welcome improve- 
ment in the plant atmosphere, the 
users will put up with some me- 
chanical interference on their jobs 
in exchange for their health and 
comfort. If, however, the equip- 
ment has the essentially thankless 
job of keeping an odorless gas or 
an invisible fume under control, 
it must be designed to present as 
little interference with normal 
plant operations as is — 

It has been observed that expen- 
sive process ventilating equipment 
has been scrapped because of its 
very low “use factor.” It might be 
a mechanically ingenious design, 
built to endure, pleasing in appear- 
ance and efficient in operation, 
but such a confounded nuisance 
to operate in a mass production 
plant that its “use factor” is strictly 
zero. 


Waste Revealed 


Investigations in over 2,500 in- 
dustrial plants have revealed all of 
the following causes or waste in 
ventilating equipment for the con- 
trol of industrial atmospheres. 
These difficulties are a matter of 
record, and are not simply a tabu- 
lation of potential faults. 
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Causes of Failure 


1. Inadequate air supply for an exhaust system creating an airbound 
room. This is chiefly a winter problem and often occurs when a system 
is installed in summer with plenty of open windows and doors, and no 
check is made of its performance under simulated winter conditions. 

2. Short circuiting of the ventilating fan or hood by the effect of an 
open window, door, skylight or stack near it. 

3. Locating ventilated equipment in the vicinity of.open windows 
permitting entrance of powerful drafts of air which impose an almost 
impossible task upon the ventilation. 

4. Exhaust hood located too far from source of air contaminant. It 
seems difficult for plant operators to appreciate the rapid deterioration 
of air velocity with distance from an exhaust opening. The fact that air 
moves from all directions toward an exhaust opening seems to be “one 
of the wonders of the world.” 

5. Use of general ventilation with resultant waste of heat, when a 
local exhaust system handling a small amount of air would be practicable. 

6. Backward operation of a centrifugal fan. Many persons in industry 
are not aware of the fact that a centrifugal fan, as opposed to an axial- 
flow fan, will move air in only one direction whether it runs forward or 
backward. Its capacity in reverse is, of course, greatly reduced. 

7. Excessively high duct velocities when transport of particulate 
matter is of no concern. Conversely, insufficient i velocities in 
ducts carrying dust. The accumulation of flammable dust is especially 
dangerous. 

8. Sheet metal construction that ignores present knowledge of low 
resistance design. 

9. Substantial underestimation of the pressure losses of an exhaust 
system. This occurs often with flexible-type ducts. 

10. Construction of ducts and hoods, that are. practically. impossible 





Ventilated Hoods for Melting Furnaces. Photo Courtesy Peters-Dalton, Inc. 
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to clean and failure to use convenient cleanouts when provided. 

11. Failure to protect all parts of the ventilating system against rapid 
destruction by corrosive atmospheres. 

12. Selection of fans by “free-flow” ratings. Even axial flow fans as 
used in industry for general ventilation very seldom operate under “freo- 
flow” conditions. 

13, Excessive leakage of dusts or gases from positive pressure ducts 
that could readily be operated under suction to reverse the direction of 
leakage. Industrial equipment is bound to develop leaks continually. 

14. Failure to provide enclosures, baffles, or windbreakers whenever’ 
possible to reduce the quantity of air to be moved. 

15. Overloading an existing system by adding exhaust openings not 
contemplated in the design. 

16. Design of a system to create a specified static pressure instead 
of the minimum successful rate of airflow. 

17. Complicated designs of local exhaust units that are quickly 
scrapped. 

18. Drawing dusts, fumes, or gases toward, instead of away from the 
workers’ breathing zone. 

19, Blowing unheated air at workers during the winter season. 

20. Recontaminating plant air by discharging contaminant outdoors 
at a point'where it can return to the plant. 

21. Recirculating contaminated air from an exhaust system back to 
the plant atmosphere without effective cleaning. 


Explosion Hazards the health of the workers breathing 
There has always seemed to be_ the same air. It is easier to be 
greater respect for the explosion concerned over eliminating the 
hazards carried by industrial at- explosion hazard in the handling 
mospheres than for the hazards to (Turn to page 48) 





Supply-Exhaust Ventilated Booth For Auto Body Finishing. 
Photo Courtesy R. C. Mahon Co. 








In tomorrow's competitive picture 


sound accident prevention can be 


the difference between profit and loss 


EFORE World War II the cupational accidents are prevent- 
Safety Engineer had very able. That accident prevention 
little outside assistance in selling rests largely in the hands of direct 
industry the idea that most oc- supervision was something which 


Cranes Placing Pre-fabricated Ship Section 











ant- 
Hion 
rect 
1ich 



























few in managerial positions under- 
stood. Management largely be- 
lieved that most industrial acci- 
dents just happened and _ that 
there was not much anyone could 
do about it. 

But when the Federal Govern- 
ment became  industry’s chief 
customer there were accident pre- 
vention requirements in many con- 
tracts. Some of the requirements 
were even sugar coated so that 
monies spent for accident preven- 
tion were reimbursable. 


Ceuld Be Done 


This forced-introduction to Safe- 
ty placed many organizations in a 
position where, without cost to 
them, they learned that something 
could be done about the cost to 
production resulting from the acci- 
dental destruction of men, materi- 
als, and machines, and that the 
Safety Engineer could profitably 
assist the Production Manager in 
reaching industry’s goal of quality 
and quantity at low cost. 

Labor unions for some time had 
seen the value to their members of 
safe and healthful working condi- 
tions and all over the nation they 
gave their active support to the 
Safety movement. Publicity given 
accident prevention by the U. S. 
Department of Labor, the National 
Safety Council and other national 
groups made the public increasing- 
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Giant Poster Boards Carry Safety Messages 


ly Safety conscious and we may be 
certain that emphasis upon indus- 
trial health and Safety will not be 
lessened. 


Wider Field Created 


The world-wide increase in 
(Turn to page 50) 











Vapor Proof Lighting, Exhaust Ventilator, Au- Canopy over melting furnace is equipped with 
tomatic Sprinkler, and Respirator Protect this forced draft ventilators. Worker wears Safety 


Paint Spray Operator. Goggles, Safety Shoes and Asbestos Gloves. 
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Jeffersonville 


Quartermaster 


Depot Reveals Health and Safety 


fooslo 


The movement of $100,000,000 
worth of goods monthly calls for 
great organizational skill in ad- 
ministering employee welfare 
activities. Here’s how it was 
done by the Army. 


“yeas a comprehensive safety 

program comaey adminis- 
tered can considerably reduce the 
number and severity of accidents 
in a large war plant is — dem- 
onstrated daily at the Jefferson- 
ville Quartermaster Depot, the 
Army's only installation in the 
world with the unique five-fold 
mission of procurement, storage 
and distribution, manufacture, re- 
search and development, and rec- 
lamation. 

With the realization that acci- 
dents are not only frequently tragic 
and usually avoidable, but also a 
deterrent to the war effort, safety 
consciousness at Jeffersonville is 
not something reserved for a spe- 


Bulletin Boards in shops and warehouses con- 
tain safety posters, safety regulations, weekly 
sotely records, and instructions for reporting 
njuries. 


cial week or the exclusive concern 
of the safety director. It is, in- 
stead, an omnipresent considera- 
tion that enters into all of the de- 
pot’s operations, that is the object 
of untiring mutual enterprise be- 
tween the workers on the job and 
the Depot’s administrative heads, 
and that is kept constantly and 
dramatically before the installa- 
tion’s entire personnel through 
posters, charts, films, newspaper 
articles, and other stimuli. 


Frequency Rate Reduced 


How well the program has op- 
erated is best indicated by results. 
During 1944 the frequency of lost- 
time accidents per million man- 
hours worked by civilians was al- 

































most half the figure for the year 
before—7.39 as compared with 
12.25. The reports for recent 
months are lowering the graph 
even further. 


Sub Safety Councils Retated 


No section or unit of the Depot 
is left out of the picture so far as 
accident prevention is concerned. 
At the head of the program 
is the Coordinating Committee for 
Safety Measures, an administrative 
body composed of the chiefs of all 
divisions or their representatives, 
plus the Post Surgeon, the Provost 
Marshal, the head of the Person- 
nel Division, and the Safety Di- 
rector. Under them are a safety 
Council made up of employee su- 
pervisors, and four Sub-Councils 
of the workers themselves. Under a 
recent membership “rotation” plan, 
the composition of the sub-coun- 
cils will be changed every three 
months, so that in time every per- 
son in the Depot will have at one 
time or another served on a coun- 
cil. 


Pays Dividends 


In the Sub-Councils, where 
many of the recommendations for 
safety measures originate, are men 
and women engaged in all of the 
broad types of work in the Depot's 
shops, warehouses, and offices. 
Their suggestions are based on ex- 
perience in the job itself. 

While the Safety Director and 
shop supervisors are constantly on 
the lookout for safety hazards, the 
success of the program is due 
principally to the emphasis placed 
at Jeffersonville on the develop- 
ment of a Depot-wide safety con- 
sciousness. It has paid dividends 
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in more ways than one. 


Gases, Dusts, Heat, Vapors 
Exhausted 

In the foundry, for example, all 
melting pots were originally in- 
stalled many years ago with canopy- 
type hoods ventilated solely by the 
natural updraft. Used through the 
years mainly for the small-scale pro- 
duction of experimental items of 
Army equipment, the ventilation fa- 
cilities in the shop were deemed ade- 
quate. But with the outbreak of 
World War II, the size and number 
of orders zoomed. The natural up- 
draft couldn’t handle the clouds of 
metallic fumes that escaped into 
the air. 

With a minimum of lost motion, 
a meeting of the appropriate sub- 
council was called; one of the 
members recommended the _ in- 
stallation of exhaust fans, a rush 
order was put through, and in 
short order the canopy hoods over 
the melting pots were provided 
with fans capable of drawing up 
the exhaust at a rate of 7,000 
cubic feet a minute. 

To replace the air exhausted by 
the fans and to compensate for 
leakages through doors and win- 
dows, blowers of required ca- 
pacity were similarly installed. In 
cold weather, the intake air is 
tempered with large unit heaters. 
To further protect the workers in 
the foundry, proper respirators 
are required for pouring, screen- 
ing, and shakeout operations. 

Similar quick action was brought 
to bear in solving problems arising 
from the release of harmful metal- 
lic dusts in the grinding room, the 
escape of toxic gases in the elec- 

(Turn to page 52) 
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‘we keep ‘em healthy in our plant 


++. good food and Ul LUPE 


“When you’re feeding thousands of war workers, you think a lot about 
health protection. That’s where individual paper cups come in. They’re 
used only once—so you know they’re not carrying anything contagious 
from mouth-to-mouth. And protection is better than cure, any time.” 





DIZIE CUPS, VORTEX CUPS AND PAC-KUP CONTAINERS ARE MADE AT EASTON, PA., CHICAGO, ILL, DARLINGTON, S. C., TORONTO, CANADA 
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HE days of permanent “tempo- 

rary” installations have taken 
their toll in lives and the new era 
of engineered control of electricity 
requires complete knowledge of 
scientific electrical installation. 

The transition from the machine 
age to the electrical age has put a 
new burden on electrical installa- 
tion and maintenance departments 
—the building and care of electrical 
systems in such a manner as to 
eliminate the electricity factor as 
an accident cause. 

Operators of electrical equip- 
ment must be trained to recognize 
failures or weakness which can be 
corrected or repaired before reach- 
ing damaging proportions. Every- 
one concerned must be informed 
as to the electrical prevention 
methods. 


‘ via 
Approved equipment, proper 
installation, rigid inspection 


and maintenance add up to 
safe electrical operations 


By R. C. JONES, Safety Director, 
The Jeffrey Manufacturing Com- 
pany, Columbus, Ohio 


The primary causes of accidents 
from electrical equipment include: 
improper equipment, improper 
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installation, inadequate inspection, 
improper use or operation, delayed 
attention to a defect after having 
been found, lack of proper super- 
visory attitude or incompetent 
supervision, lack of managerial at- 
tention at the front office effecting 
a lack of proper and adequate 
planning, or insufficient budget for 
safety equipment due to false 
economy on the part of manage- 
ment as a whole. 


Electric Power Eliminates 
Hazards 


The almost universal use of 
electricity as a source of motive 
power in the operation of industrial 
equipment has eliminated many 
plant hazards. Complex _installa- 
tions of line shafts, counter shafts, 
belts, chains, and gear trains have 
practically disappeared from the 
modern industrial plant. 

The safety advantages of electric 
power are, however, offset to 
to some extent by certain hazards 
connected with electric wiring and 
equipment. 
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The control of most of these 
hazards is neither difficult nor ex- 
pensive, but ignoring or neglecting 
them may lead to serious accidents. 

Here are a few suggestions on 
fundamentals of “Good Mainte- 
nance of Electrical Equipment,” as 
they relate to “Accident Prevea- 
tion,” namely: Proper equipment, 
proper installation, inspection, and 
proper use and operation. 


Proper Equipment Important 


In preventing electrical acci- 
dents it is advisable to obtain high 
grade equipment listed as standard 
by the Underwriter’s Laboratories, 
or some equally qualified authority. 
Inferior, unapproved equipment is 
not to be recommended because of 
the dangers that may develop 


R. C. Jones, 
Safety Director, 
The Jeffrey 
Manufacturing 
Company, Co- 
lumbus, Ohio, 
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from defective material, design or 
workmanship. 

Most items of electrical equip- 
ment are designed and built for 
specific types of service. They will 
operate with maximum efficiency 
and safety only when used for the 
purposes and under conditions for 
which they were intended. It is 
therefore advisable to follow the 
recommendations of the various 
codes and standards. 


Installation by Qualified 
Eleetricians Important 

Electric equipment to be safe, 
and to give the best service, must 
be properly installed and main- 
tained. Qualified Engineers and 
Electricians invariably should be 
employed to rform ali such 
work. When Plant alterations or 
rearrangements of machines are 
necessary, only qualified electri- 
cians should be permitted to do 
electrical work. Installations should 
comply with applicable codes and 
standards, including state and local 
codes. 


Institating Inspection 
Sehedule 


The true function of plant main- 
tenance is not only to repair and to 
maintain plants and equipment, but 
also to anticipate and prevent 
to the greatest possible extent 
interruptions in operation or loss 
to output due to bad-order or 
broken-down machinery or equip- 
ment. This definition of “Mainte- 
nance” naturally leads into the field 
of preventive maintenance. 

A definite, regular, and never- 
varying inspection program should 
be instituted, if we are to have 
advanced information to enable us 
to apply safety precautions. 


$6 





Since many electrical accidents 
are due to failures, is it not wise 
then to plan for the failures? Some 
companies have a plan for insuring 
against failures, by stopping ap- 
paratus at pre-determined inter- 


vals. 


Grounding Equipment 


All motors and switches should 
be grounded to eliminate the pos- 
sibility of shocks or burns to work- 
men who may come in close 
proximity with electrical equip- 
ment. 

Improper grounding of electric 
hand tools accounts for a growing 
number of accidents in industry— 
many of them fatal. The remedy 
is so simple that the subject de- 
serves extensive discussion at fre- 
quent safety meetings. 

Proper inspection of all electric 
hand tools should be made to in- 
sure that they are in good condi- 
tion; cleaned, oiled, and repaired, 
before they leave the tool room. 

Portable tools should be pro- 
vided with special ground wire. 
The inspection should cover a test 
to determine the resistance be- 
tween the circuit and tool frame. 

Motors that are installed in 
rooms where explosive or inflam- 
mable liquids are used should be 
carefully protected by enclosing 
them to eliminate danger from 
sparking brushes. Belts should be 
grounded to carry away static 
electricity. In certain chemical 
industries, particularly where explo- 
sive substances are made or handled, 
it is customary to place motors in 
separate rooms or in small buildings 
outside of the main departments, 
to remove electrical hazards. 


(Turn to page 59) 
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It will lead to the bottoms that 
are tops in safety—RAW-CORD soles 
and heels, genuine GRO-CORD prod- 


ucts. 


Their can't-slip construction keeps work- 
ers from falling down; their built-in wear- 
ing qualities keep shoe budgets from 
going up. 

Safety engineers and person- 
nel directors plagued by acci- 
dents should write our Indus- 
trial Division. 


GRO-CORD 


RUBBER CO. 
LIMA, OHIO 


Formerly The Lima Cord Sole & Heel Co. 
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Sulpho Hand Cleaner is made from sulfonated castor and vegetable oils. 
It does not contain any mineral oil. It is especially suited to workers who 
encounter chemicals which tend to remove normal fat of healthy skin, for 
naturally dry skin and for those who are required to dip their hands in sol- 
vents and degreasing compounds. West recommends that both Lan-O-Kleen 
and Sulpho be made available to give all your workers complete protection. 
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CLIP TO YOUR BUSINESS LETTERHEAD, PLEASE 
West Disinfecting Company, Dept.os, 42-16 West Se.,L. I. C.2,N. Y. 
Please send me a SAMPLE QUANTITY of Sulpho [] Lan-O-Kleen (1) 
with which I will give your claim a practical test. Please include folder 
explaining its use. 














The trend of litigation on workman’s health and accident 


compensation is reflected in these briefs on the latest and 

wy most representative cases coming to trial in the intervals vy 
between issues. Familiarity with this trend is important to 
every industrialist. Clip cases and file for future reference. 





Suffers Paralysis Through Unpro- 
fessional Advice 


(CLAIMANT, on February 21, 1930, 

suffered a severe injury to his 
jaw when the handle of a waste-paper 
baler slipped and struck him in the 
face. He was confined to the hospital 
for 16 days. A number of his teeth 





had been knocked out by the blow 
and others were extracted because of 
infection in his s. 

Shortly after leaving the hospital, 
the claimant had occasion to visit a 
grocer. When claimant complained of 
pain in his jaw, the grocer recom- 
mended the use of Jamaica Ginger. 
He purchased a small bottle of this 
liquid and drank the contents. 

A short time later, he became af- 
flicted with a species of paralysis 
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commonly known as “Jake Legs.” He 
now makes claim for total disability. 
The commission rejected his claim on 
the ground that “Jake Legs” is not 
the result of the injury for which 
his original claim was filed and con- 
cluded that it had no jurisdiction over 
the subject matter of the accident. 
The claim was subsequently allowed 
by the Court of Appeals on the 
ground that claimant's — 
total incapacity was due directly to 
the original injury. 

Phillips vs. Industrial Commission, 
Court of Appeals of Hamilton County, 
July 3, 1945. 


Injury in Accident Off Property— 
Disallowed 


G TEVENS was employed by the 
Powhatan Mining Company at 
Powhatan Point, Ohio, as mining fore- 
man. On Sunday, February 9, 1941, 
he left his home at about 6 a.M., 
dressed in the clothes he usually wore 
for work on Sunday, and was seen 
with Williams, the mining superin- 
tendent, at the mine office at about 
7:30 A.M. 
At about 2 p.m. of the same day, 
Williams, driving his own car, and 
Stevens, a passenger, were involved in 
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in ff //sate- 
Pormear SAFETY AND FIRE PROTECTION EQUIPMENT yi THE BEST SAFETY EQUIPMENT Is THE CHEAPEST INSUR AMES 
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/ 1245 NIAGARA STREET * BUFFALO, NEW YORK 
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PROTECTION from 
HYDROFLUORIC ACID 





LIGHTWEIGHT 
NEOPRENE 
JACKETS AND 
OVERALLS 


Neoprene coated Air- 
plane cloth—combines 
lightness, strength and 
durability with maxi- 
mum protection. Specify 
Dunn No. 1060, small, 
medium or large. 

Also available in rub- 
ber for general indus- 
trial purposes. Specify 
Dunn No. 1032, small, 
medium or large. 


Complete Stocks—Immediate Delivery 


GLOVES 
BOOTS 
APRONS 


Member 
National 


Neoprene, Rubber, As- 
bestos; wrist length, med- 
jum and elbow gauntiets. 


Work shoes, knee boots, 
hip boots, storm rubbers. 


Rubber, Neoprene, As- 
bestos; men’s and wom- 
en’s sizes. 


Write for 
sete Catalog 


D nn } ie ae 


Dept. OC, 329 S. Wood St. 
Chicago 12, Illinois 
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an automobile accident, resulting in 
instant death of both men. 

The site of Stevens’ employment 
was at the mine and there is nothing 
in the record to indicate that the site 
or zone of Stevens’ employer extended 
beyond the environs of the mine. 

The sole question was whether or 
not the accident occurred in the 
course of and arose out of his em- 
ployment within the meaning of the 








Workmen’s Compensation Act. In or- 
der to recover for injuries in a place 
other than the site of employment, 
there are recognized situations which 
are accepted from the general rule, 
one of which is where the employee 
is charged with some duty in connec- 
tion with his employment and the em- 


ployer provides the means of trans- 








WO0D 
TURBANS 


win instant fa- 
vor with women 
employees who 
demand hair 
protec-s 
tion which is 
both stylish and 
practical, Tur- 
bans come in 
attractive col- 
ors, adjustable 
and washable. 
Write for illustrated folder. 
HOLLYWOOD TURBAN PRODUCTS CO. 
Dept. OH 
243 W. Van Buren St., Chicago 7, Ill. 
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portation to and from the place of 
employment. 

The Court concluded that it be- 
came the duty of the injured person 
or his representative to prove by a 
preponderance of the evidence that the 
injured person was then engaged with- 
iin the scope of his employment and in 
the promotion of his employer's busi- 
ness and the furtherance of his em- 
ployer’s affairs. 

In this case, to conclude that Ste- 
vens was on a mission for his em- 


ployer is mere surmise. Claim dis- 
allowed. 
Stevens vs. Industrial Commission, | 


Supreme Court of Ohio, May 2, 1945. 


Soft Drink Bottle Explosion Im- 
pairs Sight 


HEN George Laws, employed as 

guard by the Goodyear Aircraft 
Corporation, Phoenix, Arizona, was 
placing a bottle of soft drink in an 
ice filled water cooler, the bottle ex- 
ploded, cutting his eye and hand. 
The injury resulted in the loss of sight 
of one eye. 

Acting on instructions to bring his 
lunch and eat it on the premises, Laws 
had left his lunch and bottle of soft 
drink in his car, and after being on 


Sweatpads 
Order Now! 
Hot Weather Is Here 


Keep workers comfortable 
ite the heat. Sweat- 
save hours of time <3 

ost in brow mopping. i aks 
Highly absorbent—soft and pliabie. May be 
moistened for added coolness. Washable—can 
be reused again and again. No hooks or 
buckles. Sweatpads afford added padding under 
nan | and face shields, Inexpensive. We ship 
promptly. 


PRICE: only $3.30 per hundred pads. Sample 
on request. 











3ENERAL SCIENTIFIC EQUIPMENT CO. 
346-8 W. Somerset St., Philadelphia 32, Pa. 
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Heat Sickness gets 
nowhere fast... 


] WITH 


| STERLING 
Salt Tablets 


The Dispenser 
Means Tablets are 
Always at Hand! 





When the “heat’s on,” men and 
women in your plant know just 
what to do. They go for Sterling 
Salt Tablets...to ward off beat sick- 
ness! 

Once an ever-present threat to 
workers’ well-being — slowing pro- 
duction and costing man-hours— 
heat sickness today is easily, con- 
tinuously curbed. How? By the in- 
stallation of Sterling Salt Tablet 
Dispensers at drinking fountains 
throughout your plant... complete 
with instructions. 

These pure, grain-accurate tab- 
lets attack the cause of heat sick- 
ness scientifically...by replacing the 
body’s salt as it is lost through ex- 
cessive perspiration. 

Now is the time to get in your or- 
der for Sterling Salt Tablets and Dis- 
pensers...in preparation for the hot 
weather ahead. 


STERLING SALT TABLETS of pur- 
est, compressed granulated salt. 
Quantity Size Price 
Case 6/1500’s . 10-grain . $2.60 
Case 24/500’s . 10-grain . 3.50 
EXTRA ENERGY SALT 

AND DEXTROSE TABLETS | 
Case 6/1500’s . 9%-grain . $3.05 
STERLING TABLET DISPENSERS— 
durable plastic housing; one-at-a- 
time supply feature. 


500-tablet size .... . $3.25 
1000-tablet size ..... 4.00 
All prices include delivery, 








STERLING SALT TABLETS 


INTERNATIONAL SALT COMPANY, INC. 
Scranton, Pa. 
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PROTECT THEM! 


Athea Lotion is not just anether hand 
eream or lotion. It is DIFFERENT 
and EFFECTIVE. Nothing mysteri- 
ous or harmful in Athea — edible 
olive oil, lanolin, petrolatum and a me- 
chanical protective barrier —all highly 
emuls with distilled water. 
Athea needs to be tried—errange for 
a liberal sample now, just write to our 
laboratory oN ae or po — we'll 
ive you complete proof and you 
right in your plant. tare dm 
AVHEA Research end LABORATORY 
344 North Water Street Milwaukee 2. Wis 


Al fn at Protective 


LANOLIN 
HAND LOTION 











duty for about 35 minutes, he pro- 
cured them and, as was the custom, 


was placing the bottle in the cooler 


when it exploded. 
The question as to whether the in- 


jury was sufferred in the course of | 


employment, and whether it arose out 
of the employment was raised. The 


| Court concluded that the accident did 





arise out of the nature, condition, and 
obligation of his employment as Laws 
was authorized to bring his lunch on 
the premises and was required to care 
for and consume it there. The evi- 
dence is such as to justify the con- 
clusion that the injury was the result 
of a risk to which the employee was 
subjected in the course of his employ- 
ment, and to which he would not 
have been subjected had he not been 
so employed. 

Compensable. 

Goodyear Aircraft Corporation vs. 
Industrial Commission, et al., Supreme 
Court, Arizona, April 30, 1945. 


Breathing Rust and Steel Filings 


Regarded As Injury—Not Disease | 


Lous ARIOLA was employed by 

the Brown Shipbuilding Com- 
pany as a ship scraper or painter's 
helper. His duties consisted of clean- 
ing and scraping the rust scales and 
other foreign matter from the bottom 
of the ship to prepare a clean surface 
for painting. On December 2, 1942, 
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oo sa ithe decedent was working in a sec- 
cooler {tion of the ship known as the double 

|) bottom, which consisted of a space 
the in- approximately two feet high, tapering 
arse of |) to a height of about one foot. En- 
ose out | trance to this space was through a 
d. The |) small man hole. No masks or respira- 
ent did | tors were furnished. 


A fellow employee doing the same 
work testified that on the afternoon of 
| December 2, 1942, when he arrived to 
take Ariola’s place, Ariola came out 
of the working place coughing and 
spitting up samtiing that looked like 
steel dust with streaks of blood in it. 

Decedent’s wife claimed that he 
was in perfect health when he left for 
work that morming, that when he 
came home he had a serious choking 
cough, that he continued work al- 
though his cough persisted until De- 
cember 11, that he later developed a 
fever and went to bed, and that it 
became necessary to remove him to 





ion, and 





a hospital where he died on Decem- 
ber 22, 1942. 

A medical expert testified that if a 
person got any steel filings in his 
respiratory tract, “it would give him 
a cough as soon as he got them.” 

The question arose as to whether 
or not this claim came within the 





purview of the Compensation Act, 
whether the injury was accidental in 
nature or was an infection. 
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The GOGGLE 
of a 1000 uses 


Comfortable, light- 
weight—only I'/, oz. 


Can be worn over 
glasses. 


Full range of vision 
—protection from 
every angle. 


Shatterproof and 
sturdy—no pitting. 


* * 


Today's finest low-cost shatterproof plastic goggle. 
One-piece construction with moulded rubber frame 
made to fit natural contours of face. Full vision with 
full protection makes it ideal for use against flying 
particles, sparks, chips, dust, glare—in countless jobs 
in the factory, at home, on the farm, or in work out- 
side. Write for free folder! 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 


BROOKLYN |, N.Y. 


DIVISION OF THE BURDETT OXYGEN COMPANY + CLEVELAND, OHIO 
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The Kolar team of preveri- 
tives — Protective Cream 
1132 and Foaming Oil — 
extend skin protection 
and conditioning ’round 
the clock. Here’s how the 
team works: 
1. Apply ELEVEN THIRTY-TWO Pro- 


tective Cream before starting 
work to hands and all exposed 
parts of the body. This cream 
resists water-soluble irritants, 
yet may be readily removed 
along with impurities by wash 
ing. There is no “‘secret’’ form- 
ula involved. It is a protective 
cream compounded with lano- 
lin—in sufficient quantity to 
do a thorough job. 


2. Cleansing is done with FOAM- 
ING OIL SKIN CLEANSER, 
a sulphonated vegetable oil mixed 
with a wetting agent. It is an ef- 
ficient cleansing compound that 
helps preserve natural skin oils— 
as it provides additional beneficial 
oils for the skin to help build up 
resistance to drying or chapping 
both on and off the job. 


A GUARANTEE — based on your experience. We 
will ship prepaid six one-pound jars of ELEVEN 
THIRTY-TWO Protective Cream and one gallon 
of Foaming Oil Cleanser invoicing in the regular man- 
ner, but this invoice is not to be paid unless the prepa- 
rations measure up to your expectations in every way. 

KOLAR LABORATORIES, Inc. Seeley Ave. and 
Madison St., Chicago 12, III. 


Distributors in all principal cities 
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The Court concluded that in view 
of the tesimony of the wife that the 
decedent left ems a well man with 
no cough or cold and returned home 
with a severe cough, and of the testi- 
mony of the Doctor that the effect of 
such steel filings and scrapings would 
be to cause coughing which would 
—_ soon after drawing such par- 
ticles into the respiratory organs, that 
the claim was due to a definite injury 
and not by reason of disease. 


American General Insurance Com- 
pany vs. Ariola, et al., Court of Civil 
Appeals of Texas, Galveston, April 26. 


Protect Grinder Operators 





from Abrasive Dusts 
with MODEL 1250 DUSTKOP 


Portable. Entirely self - contained 
with cyclone separator and filter. 
Quickly installed. Requires little 
attention. 


Compact and efficient. This DUST- 


KOP with 1250 cu. ft. per minute 
capacity will usually fit into existing 
space behind or beside the grinder. 

To save time, describe 


you urite. 


Aget-Detroit Co. 


OccuPATIONAL HAZARDS 


rite for 


th 





_ WELSH 


the source of dust when | 
Hl 


62 Troy 


* Pat. Re 


ie 


f 





Aucus’ 


in view 


would 
ch_par- 
ans, that 
e injury 

Com- 
of Civil 
pril 26. 


-rators 





sts 

STKOP | 
ontained 
d filter. — 


res little 
s DUST-} 
minule Fite for Descriptive literature and 


) existing F the Welco Catalog. 
grinder. | 


describe’ WELSH MANUFACTURING CO. 


ast when” 
t 62 Troy St., Providence 9, R.I. 


* Pat. Reg. U. 8. Pat. Of. 


TAZARDS |) - 
& Aucust, 1945 


that the 

an with 

.d home ‘ 

he testi- >? 
effect of i ay / Z ] 

S$ would 





Constant Air Flow Keeps 
Welco FOG-FREE Goggle 
COOL INSIDE 


ACTIVE VENTILATION sweeps out 
moisture with every breath. Automatic- 
ally prevents fogging caused by per- 
spiration and moisture from tissues 
around the eyes. 

The Welco FOG-FREE Goggle creates 
its own breeze back of the lens. The 
wearer’s lungs are the pump. With 
every breath, clean filtered air sweeps 
across inside surface of lens and is dis- 
charged through nose piece. Air is 
changed at least 48 times a minute. 
Sweeps moisture out before it can fog. 

FULL TIME PROTECTION 

Because the goggle is cool and comfortable 


and free from fog, wearer isn’t tempted to 
throw it off and expose eye to injury. 


ONE BIG PLASTIC LENS 
Shatter resistant, Polaroid* Non-Polarizing 
Lens Exceeds Fed. Spec. for Break Test. 











CLEAR THE AIR FOR HEALTH 


(Continued from page 27) 





of a volatile liquid than the slow 
and quiet development of an oc- 
cupational disease to which the 
worker might also be exposed. In 
fact, if the explosion hazard is 
controlled, the health hazard might 
also be considered controlled. 
Unfortunately, it so happens 
that the concentrations of se 
mable vapors that are kept to 
about one quarter of the lower 
explosive limit to provide a reason- 
able safety factor, are still not so 
low as they must be if the vapor- 
laden atmosphere is breathed by 
human beings. The lower explo- 
sive limits of most vapors are above 
1 per cent by volume (10,000 parts 
per million — of air). If one 
fifth of the lower explosive limit 
is permitted, 2,000 parts per mil- 
lion would be a safe concentration 
for such vapors from a fire stand- 
point. From the health standpoint, 








The “VICTORY” Safety 
CAP 


soem 44 : 
ECONOMICAL” 
{ Protects all the hair— 
: at all times. 


Model No. 51/GN Tl- 
strated. —_ weight 
com- 








Price 48¢ eash 
Write for literature and quantity prices. 
Alse made in Dustproof styles with or 
without Visors. 


V. E. KENNEDY COMPANY 
8004 W. Burleigh St., Milwaukee 10, Wis. 
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the permissible concentration for 
industrially common vapors ranges 
chiefly between 25 ps 500 parts 
per million, with very few that can 
be tolerated above 1,000 parts per 
million. 


Air Recirculation 


The current necessity for fuel 
conservation has brought into 
sharp relief the demands for per- 
mission to recirculate to the gen- 
eral plant atmosphere the air used 
to remove excessive process dusts 
or other air contaminants. Such 
installations impose the most se- 
vere demands upon industrial air 
cleaners of all types when the air 
they discharge must be clean 
enough to breathe all day with- 
out harm to health. Many air con- 
taminants of a highly dangerous 
nature create atmospheres that defy 
the best air cleaners, and must be 
discharged outdoors = high 
stacks, along with valuable heat 
units. Collectors with a rated 99 
per cent efficiency may still pass 
enough of some of the dangerous 
contaminants to make air unfit for 
breathing over ong periods of 
time. In general, the hazardous 
gases, vapors, and fumes, are most 
difficult to remove while dusts and 


mists offer the best opportunities jj 


for recirculating systems. 

By checking the _—— of 
these suggestions common 
faults to your operations, you may 
be able to improve upon your ven- 
tilating system. 
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Fend Creams and Lotions 
create a protective barrier on 

skin surface, resisting 
penetration of irritant sub- 


stances. Bland, emollient and neutral, 


| Fend products are quickly applied, rub- 


in easily, do not interfere with normal 


action of skin glands, are readily removed 


) at work’s end with mild soap and warm 


water. May we send you « copy of the 


| detailed Fend Brochure? 
nities 


MINE SAFETY APPLIANCES CO. 


Braddock, Thomas and Meade Sts 


Pittsburgh 8, Pa 


: Aucust, 1945 





Why take 
CHANCES? 


. and don't take chances with your 
lungs either! Do as thousands do, pro- 
tect yourself with... 


DUPOR No. 1 
Miniature Dust Mask 


Miniature in size, weighs only | oz. Handy 
as a pair of glasses. Unique filter pad 
provides 9 sq. in. filter area. Ideal for 
nuisance dusts. Price $12 per dozen. Sample 
sent $1.00 postpaid. 


H. S. COVER 


107 Chippewa St., South Bend, Ind. 











What Does the Future 
Hold for the Safety 
Engineer? 
(Continued from page 29) 





peace-time industrial activity at the 
war's close will create a wider field 
of endeavor for the Safety Engi- 
neer than he has ever know. That 
the standards of living of all 
peoples will be improved as a 
result of the war is one thing on 
which most authorities are agreed. 
This may be brought about largely 
by a program of increased produc- 
tion and wider distribution along 
with smaller profits per item. In- 
creased production and wider dis- 
tribution mean more workers to be 
safe-guarded. Smaller unit profits 
mean there must be fewer produc- 
tion errors which cause spoilage 


of material, destruction of ma- 
chinery, and injuries to men. 


Profit or Loss? 

Today the Safety Engineer’s 
future holds a challenge. With 
Government tapering off its direct 
semi-control of many industries it 
is up to him not only to hold the 
gains which Government’s interest 
has helped him make in the 
achievement of organized accident 
prevention, but he should press 
forward in private industry and 
demonstrate that he has something 
to sell which industry needs. 

Accident prevention is an inte- 
gral part of production and when 
competition is keen it oftentimes 
makes the difference between 
profit and loss. 

The Safety Engineer may right- 
fully feel that his future holds 
great promise. 






















~oe- NOW AS FAMILIAR AND 
NECESSARY AS THE LUNCH CART 


Only a few years ago only one plant in twenty dispensed 
salt tablets to employees who sweat. Today, virtually al 
leading manufacturers provide them. 
Sweat robs the body of vital salt . . 
inalertness, heat prostration. 


. causes Heat-Fag, 


lost through sweat... 


tablets available at every drinking fountain. 





tributor or from this advertisement. 


Case of 9,000, 10-grain salt tablets - - 
Salt Dextrose Tablets, case of 9,000 - - $3.15 
DISPENSERS — 800 Tablet size - - - - $3.25 


MORTON SALT CO., Chicago 4, Illinois 
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Motors SALT TABLETS 


pon ree 


Salt Tablets are the simple, easy way to replace this salt 
a safeguard against fatigue, an aid 
to production, a builder of employee health and morale. 
The cost is less than a cent a man per week to have salt 


In salt tablets, as with other grades and types of salt, 
Morton is the recognized leader. Order from your dis 
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TOILET COMPARTMENTS. Full de- 
seription of Sanymetal Products’ line of 
toilet compartments and toilet room 
environments. In color; specifications 
and cost. 

GRINDERS AND BUFFERS. A _ good- 
looking folder that pictures Cincinnati 
Electrical Tool’s general purpose grind- 
ers, buffers and dust collecting equip- 
ment. 

“LET’S USE OUR HEADS and Save Our 
Feet” is a comprehensive 63-page book- 
let, the primary purpose of which is 
to save feet from injury. International 
Shoe Company. 

THE STORY OF MUSIC-AT-WORK in 
which Executone, Ine. tells just that. 
Also explains other uses of sound equip- 
ment. 

SWEAT BANDS. American Allisafe tells 
you the advantages of their Drybrow 
sweat band, how it increases production, 
ete, Free sample. 

NO DANGEROUS SPARK. 
eatalog on Ampco Metal 
sparking tools. 
INDUSTRAL SAFETY EQUIPMENT is 
the name of Stewart R. Browne Mfg. 
Co.’s catalog of flashlights, inspection 
lights, extension lights, ete. 


Illustrated 
Ine’s non- 


. LADDER SHOES. Dayton Safety Lad- 


der Co.’s bulletin No. 4 gives particu- 
lars about their safety ladder shoes. 


- BRIGHT GOGGLES. The Brite-Ize Com- 


pany outlines their system of cleaning 
goggles, dials and inspection lenses. 
HAND PROTECTIVE CREAMS, Infor- 
mation on E. I. duPont’s two kinds of 
Pro-Tek, and the proper use of each. 
FOR OILY WASTE. Description of the 
oily waste cans made by Justrite Manu- 
facturing Company. 

HOT WEATHER HELPS. Folder on Mor- 


FREE LITERATURE COUPON. Enclose 
HAZARDS, 812 Huron Road, Cleveland, Ohio. 
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To keep your available equipment files up to date, check those subjects 
which you are interested in, send the page to us, or advise the specific 
numbers and we will see that you are supplied with the latest data. 


ton Salt Company’s salt tablets and the 
dispensers. 

CLEAN CLOTHES, A summary of the 
service offered by members of the Na- 
tional Industrial Launderers and Clean- 
ers Association. 


. SANITATION. A new 20-page booklet 


on industrial hygiene made up by Oak- 
ite Products, Inc. 
SLIPPING? Oil-Dri Company of Amer- 
iea itemizes their non-slip products for 
your plant floors. 


+ FACTORY FEET. Literature on Pena- 


thol Laboratories’ liquid preparation 
for feet that are tired, infected, ete. 


- NON-SLIP GLOVES. The Pioneer Rub- 
al 


di 


ber Company is the St 
facts on their glove products. 

FIRE EXTINGUISHER. Literature on 
how to use Randolph Laboratories’ car- 
bon dioxide fire extinguisher. 





. SAFETY CATALOG, Be sure you have 


Safety Clothing and Equipment Co.'s 
complete catalog for ready reference. 
FUMES. A_ description of 
Claude B. Schneible Company’s equip- 
ment which clears the air of bad fumes 
and dusts. 


. FLEXIBLE STRETCHERS. Descriptive 


cireular of A. Smith & Son's flexible 
stretchers for first aid. 


. SIGNS FOR SAFETY. Stonehouse Signs, 


Inc., is offering their new Stonchouse 
Catalog No. 8. 


. RADIUM FACTS. A folder explaining 


Lustrolite Cleveland Corp., who apply 
radium luminous paint to dials, safety 
markers, guide signs, ete. 


. FLOOR MATS, Illustrated folder show- 


ing the “‘No-Slip” safety floor mat made 
by Industrial Products Company, Lake- 
wood, Ohio. 


in envelope. Mail to: OCCUPATIONAL 
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Health and Safety “Know-How” at Jeffersonville Depot 


(Continued from page 32) 





troplating rooms, the exhaust of 
injurious vapors in the paint spray 
booths, the dangers of falling ob- 
jects in the warehouses, and the 
countless other hazards, large and 
small, latent in an operation as 
big as Jeffersonville’s. 

When the present program was 
inaugurated two years ago, the 
task was large. Machinery and 
practices collected and developed 
as far back as the Civil War, in 
some instances, had to be ex- 
amined and corrected. But team- 
work and alert action have reduced 
the frequency and magnitude of 
the problems that arise; vigilance 
and teamwork are paying off. 


Educational Program 
Maintained 

To keep before the thousands of 
civilian employees of the Depot a 
constant sense of awareness of the 
importance of accident prevention, 
each division maintains a “Safety 
Bulletin Board” on which are 
posted monthly such things as 
comparative frequency rates, a 
record of the number of days with 
no lost-time accidents, notices ex- 
plaining what to do in case of acci- 
dents, and charts and posters 
which are changed weekly. Safety 
training courses are given peri- 
odically for foremen and super- 
visors, and motion pictures and 
slides are shown in shops where 
special instruction is deemed ad- 
visable. Every shop has at least 
one member on the Council or a 
Sub-Council, and safety inspectors 
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visit each shop and warehouse on 
the Depot grounds at least twice a 
month. 


Program Considered 
Successful 

“The success of the program,” 
commented Brigadier General Guy 
I. Rowe, Commanding General of 
the Depot, “is particularly remark- 
able in view of the fact that Jef- 
fersonville has a large manufactur- 
ing division, with all of the hazards 
that are frequently to be found 
in woodworking, metal, black- 
smith, and other shops. 

“An hour of work lost means an 
hour lost in production. Our fight- 
ing men have the courage and the 
skill to win the war; the home 
front’s task is to furnish them with 
the tools and supplies, and the 
effectiveness of our ability to do so 
is impaired by every bit of ab- 
sence, caused either by accident 
or whim. The spirit of cooperation 
between the employees of the De- 
pot and those administering the 
safety program for them is a trib- 
ute to both.” 

Serving as the coordinator of 
the program is the Depot's safety 
director, Jesse O. Creech, formerly 
in charge of all Safety inspection 
activities on WPA projects in the 
State of Kentucky. 

With its unique five-fold mission 
being discharged by a staff of more 
than 5,000 military and civilian 
personnel, in 177 buildings and 
warehouses spread over 255.6 
acres, with as many as 120 
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freight cars in addition to a large 
number of trucks entering and 
leaving the Depot daily, and the 
procurement volume currently 
running well over $100,000,000 a 
month, Jeffersonville is doing a 
job of globe-girdling proportions. 
The effectiveness of that job is 
lessened every time an employee 
goes to the hospital as the result 
of an accident. Every day Jeff’s 
ambulance goes back to the garage 


without having made a run is a | 


feather in the cap of Jeff's safety 
overseers. 











“Beat the Heat” with ELCO 


Enteric Coated Salt Tablets 


Safeguard your production schedule against 
lost time due to workers’ heat cramps. Reduce 
—— due to excessive sweating. Replace 
salt lost from the body. Enteric Coated Salt 
Tablets dissolve more slowly, allowing them 
to pass through the stomach intact, thus 
reducing the possibility of nausea. Elco En- 
teric Coated Salt Tablets efficiently replace 
lost salt. Availabe in three sizes. 


15% grain 


$3.00 per M. 
In 5 M lots $2.50 
per M. 


10 M. lots $2.25 
per M. 


10 grain 
$2.75 per M. 


$2.50 per M. 
in 5 M. lots 


$2.25 per M. 
In 10 M. tots 
7% grain 
$2.25 per M. 
ee per M. 
n 5 M. lots 
$1.75 Mm. 
in 10 M, lots 





Write for samples and greater quantity prices 
ELCO SALT TABLET DISPENSER $1.50 Each 
State size of tablet 


ELVIN FIRST AID SUPPLY 
Minneapolis |, Minn. 


327 2nd Ave. N. 
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KEEP 
WORKERS 
INFORMED WITH 


DAV-SON 
BULLETIN 
BOARD 








EACH BOARD A CENTRAL 
NEWS HEADQUARTERS 


Get one board for each plant sector. 
Convey news, letters, bulletins -QUICK- 
LY - to ALL employees. Hang safety and 
morale posters ... news of contests, ben- 
efits, social doings. Boards built to“take 
it”. Sturdy walnut finished frames. 
REAL CORK POSTING SURFACE 
over 3-ply veneer. Finished hardware and 
locks. Quality at low cost. 


¢ SINGLE OR DOUBLE UNITS 
* GLASS DOORS OR PLAIN 





SEND FOR CIRCULAR 












Licuts: 


3 
sAMERA! 


Action: 


By S. G. ROSE, Executive Vice- 
President, Victor Animatograph 
Corporation, Davenport, Iowa 


HERE is good reason to be- 

lieve the objective of a radical 
reduction in industrial front losses 
can and will be attained through 
the intelligent and continuous use 
of sound motion pictures. The com- 
bat forces gave powerful impetus 
to this means of speedy education 
and training when they adopted it 
on a_ heretofore unprecedented 
scale for the rapid training of the 
many millions of men called into 
service, and the additional millions 
of both men and women called into 
the production of war goods. 


People ‘“Eye-minded” 

It is a well-established fact that 
90-95% of the people are “eye- 
minded”—that is, they learn faster 
and retain what they learn much 
longer if they study the subject pic- 
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.torially. And with the sound motion 


picture they have the advtanage of 
sight, sound and sequence. They 
see and hear it explained at the 
same time; they have the topic in 
the proper order. 

Large-scale recognition has now 
been given this means of imparting 
knowledge by industry, business 
and education, and those who are 
charged with safety and health are 
using it on an ever-increasing scale. 
The National Safety Council, the 
government, and other agencies are 
sources of numerous films dealing 
with this topic; some of them are 
general in character and can be 
used by almost any organization; 
some are especially made to meet 
a particular situation. A good many 
large industrial and business estab- 
lishments have films made to their 
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It is a fact that 90 to 95% 


of the people are “eye- 


minded.” They learn faster 


and retain what they learn 
longer if they study the 
subject pictorially. 


own specifications, right in their 
own plants, with employees play- 
ing the role of actors. This serves 
to provide a more personalized and 
more effective picture. 


Shew Pictures Regularly 


In large and in small groups, 
the employees are shown the haz- 
ards of their particular occupations 
and how to avoid them; they are 
shown how to guard against the 
common accidents that so bedevil 
the average shop; they are taught 
caution in their movements in and 
around the plant. To attain the best 
results, the pictures are shown 
periodically as a reminder of the 
constant need for awareness of, and 
alertness to the dangers of accident. 

Virtually all plants of consider- 
able size have their own 16mm pro- 
jectors and portable screens so that 
the entire unit can be moved to 
any location desired for either large 
or small group showing at the most 
convenient time, whether it be 
during the lunch or rest period, or 
at any other time especially se- 
lected for the purpose. Aside from 
the factor of portability provided 
by the 16 mm projector is the 
equally important consideration 
that the films are made from non- 
flammable stock, which eliminates 


the danger of fire. 


Health Angle 


Good health is, of course, as vital 
to the worker as it is to the soldier 
or to any other segment of the 
population. Therefore, lessons in 
maintenance of health and vigor 
have also been the subject of many 
sound motion pictures. There is as 

et not nearly enough active recog- 














New 

non-slip finish 
for better, 
easier work 


Stanzoil 
Gloves 


e More Safety eMore Wear 


More for your money in neoprene 
Stanzoils. Better and longer protection 
from oils and acids — they last 3 to 7 
times longer. Workers like their flexible 
comfort. New positive-gripping finish 
gives assurance and speed in handling 
work. Standard sizes, styles, weights — 
black and white. The choice of hundreds 
of industries. For lower cost-per-hour 
glove service and better protection 
against costly hand injuries, write for 
the new Stanzoil catalog today. 


a Synthetic Rubber Division 
Pe THE PIONEER RUBBER CO. 
UPB 256 Tiffin Rd., Willard, O., U.S. A. 

a pas New York + Los Angeles 


OVER 25 YEAPS OF QUALITY GLOVE MAKING 





nition of this phase of national well- 
being. There is much more talking 
than doing in this department, al- 
though a fairly large number of 
plants are making use of visual 
health education films, and other 
media. They realize the need for 
some of this instruction to their 
own workers right in the plant in- 
stead of depending altogether on 
what the wives learn about dietetics 
through their clubs or from the 
newspaper and magazine home 
economics writers. 

Two excellent sound films have 
been made available by the Office 
of War Information, one called 
“Wartime Nutrition” and the other 
entitled “Keeping Fit.” The first 
depicts rules of eating in factories, 
at home and in restaurants, and 
shows the values of various foods 
and how to balance the items in 
order to arrive at a health and 
vigor-producing diet. The other 
film demonstrates the effects of 
poor health on sickness. 


Where te Go 


Sound films on accident and 
health are available from a wide 
variety of government, state, col- 
lege and other public film libraries, 
as well as from private libraries. 
They can be purchased or rented 
at a comparatively small sum and 
in some cases film can be secured 
on loan. 

Many reputable producers of 
film, located in our larger cities, 
with representatives in smaller cit- 
ies, are qualified to produce vir- 
tually any type of film that may be 
required by plants desiring to de- 


pict their own needs. 
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SEND $1.00 FOR 
ONE MARTINDALE 
PROTECTIVE MASK 
and 50 No. 1 Refilis 


or $1.25 if you prefer 
No. 2 Refills 





Weigh Less Than 4 oz. 





For Non-Toxic Dusts 
Except Free Silica 





LIST PRICES—F.O.B. 
CLEVELAND, OHIO 


No. 1 Refills (std. weight) ...... 01% each 

Mo. 2 Refills (heavyweight) .... .02 each 

Masks packed in individual envelopes. 

Refills packed in envelopes of 25. 

The No. 2 Refills contain twice as much 
filtering cotton as the No. 1. 


Write fer Bulletin 348 shewing quanti 
discounts on orders of $5.00 and ever 
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If payment accompanies order we will Sd] 
pareel post or express charges. 


MARTINDALE 
ELECTRIC CO. 


1488 Hird Ave. Cleveland 7, Ohie 
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DUST COLLECTORS 


eliminate the dust menace 
easily and cheaply. 


TORIT Dust Collectors will protect 
valuable machinery from abra- 
sive dust and grindings. Easily 
installed they protect employees’ 
health and improve working con- 
ditions. 


Completely self-contained and 
portable, TORIT Dust Collectors 
are made in sizes ranging from 
Yz HP. to 3 HP. Included in the 
steel cabinet is a unique set of 
chemically treated filters which 
provide a highly efficient air 
filtering system in small space. 


TORIT 


MANUFACTURING CO. 
311 Wainut Street 
ST. PAUL 2, MINN. 


Write for the 


catalog No. 29 
giving full in- 
formation and 
description of 
the differen 
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Sing praises of 


PENATHOL 


Soothing instant-drying liquid 
that leaves a film of medication. 
Fights foot fungus 3 to 5 times 
faster. Specific for tired, sweat- 
ing, odorous feet, athlete’s foot 
and ringworm infections. 
Proven by more than half a 
million patients 
in world’s largest 
private foot clinic. 


DRIES INSTANTLY! 
e NO Mess! 

e NO Stain! 
e NO Grease! } 


Write for sample and literature 


PENATHOL LABORATORIES 

E. Woodbridge at Adair, Detroit 7, Michigan 
Please send free somple and literature on 
PENATHOL. 


Nome _ 



































‘“Whale-hide’’ 
SYNTHETIC GLOVES 
For all 
Acids and Solvents 


These new synthetic rubber gloves have 
qualities that adapt them for wide indus- 
trial use. Their marked superiority against 
acids, oils, solvents and abrasion will save 
many glove dollars. 


Full assortment of weight 
and lengths — Featherweight 
to Extra-heavy; 10%” to 
18%”, 


Scientifically styled in the curved finger 
design to conform with the natural shape 
of the hand. Eliminates binding and tight- 
ness found in ordinary gloves and gives 
comfortable finger freedom. 


BULLETIN H85 


INDUSTRIAL PRODUCTS COMPANY 


PHILADELPHIA 33, PA. 






2820 N. FOURTH STREET - 
4 














Rubber Tread 
ia position for Indoor use 








SAFETY LADDER 
SHOES 


that fit any standard lad- 
der rails. 


Shoe of #16 and side plates 
of #13 gauge steel. Suction 
gtip treads renewable. Lock 
nuts and spring washers insure 
proper adjustment. Easy to 
install. 

“Listed by Underwriters’ 
Laboratories inc.”’ 
WRITE FOR BULLETIN 
NO. 4 TODAY 


DAYTON SAFETY LADDER CO. 
2337 Glibert Ave., 
Cincinnati 6, Ohie 
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ENGINEERED ELECTRIC SAFETY 


(Continued from page 36) 


' ee — 


Some time ago, our Plant Engi- 
neer gave me a clipping which car- 
ried the words: “Not because we 
think the plant unsafe, but to make 
sure the plant is safe.” This is why 
regular inspections are necessary. 


Checking Insulation 


Insulation is one of the most im- 
portant factors in the life and serv- 
ice of electric apparatus. When in- 
sulation fails, serious burns or 
shocks, or even death may result. 

Some of the materials used 
electrical insulation are organic in 
nature, and are therefore suscepti- 
ble to deterioration from heat, oxy- 
gen, moisture and corrosive fumes 
and liquids. Periodic inspection of 
cable and wire is the best method 
of preventing failure. Cable inspec- 
tions need not be made as often as 
is necessary for electric equipment, 





but are nevertheless equally impor- 


tant. If a system of maintenance has 
not been in effect, the first thing to 
do is inspect all cable and wire cir- 
cuits for overloads, poor thermal 


spots. All of these faults, after being 
listed, can be systematically elimi- 
nated, After the original inspection 
has been made the period between 
inspections may be determined. 





110 Volts Dangerous 
| Time after time safety engi- 
neers are told: “It’s only 110 volts, 
there’ no danger,” when caution- 
jing workmen against possible 
j electrical hazards. 
Consider, for example, the case 
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conditions, and for potential danger | 








of an operator of a portable drilling 
machine of the usual 110 volt type. 
On one occasion he was obliged 
to stand on a steel tank while 
drilling some holes. He had cut off 
the ground wire that had been at- 
tached to the machine by the 
manufacturer, either because he 


RUEMELIN Fume Collector 








PAT’D. 


REMOVES WELDING FUMES 


At the Source! 


No longer need your employees inhale welding 
fumes. A Ruemelin Fume Collector solves the prob- 
lem, quickly and efficiently. It produces a power- 
ful suction that draws out noxious gases, smoke and 
heat at the source. Guards employees health, result- 
ing in less welder fatigue, therefore preeee sions 
output. Has many exclusive features: (1) Clears 
shop air with minimum loss of building heat. (2) 
Exhaust snout can be positioned instantly and 
conveniently. (3) Covers maximum welding territory, 
vertically, esientelte and by circle swing. (4) 
Shipped completely assembled, easy to install. 
9 ft. and 15 ft. sizes (radius of swing). 

We gladly offer engineering service for your fume 

collector Installation. Write for Bulletin 37-C. 


—RUEMELIN MFG. CO. 
3888 North Palmer Street, Milwaukee |2, Wis., U.S. 
MANUFACTURERS AND ENGINEERS 


SAND BLAST AND DUST COLLECTING 
EQUIPMENT. WELDING FUME COLLECTORS 
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did not understand its purpose, or 
because he considered it un- 
necessary. The machine became 
“shorted” in some way and the 
current passed through the oper- 
ator’s body to the ground, with 
fatal results. “It was only 110 
volts,” but it killed a workman. 


Job Instruction for New Man 


We had a worker who took all 
kinds of chances. From his first 
hour at work he was risking his 
neck and his hands and his feet. 
His recklessness gave me a good 
reason to talk to him about safety. 
When I talked to him I found that 
it was lack of knowledge rather 
than recklessness. He had made up 
his mind to keep up with the other 
workers or to be ahead of them. 
He wasn’t going to be one of those 


people who lag behind. So he 
tried to move a little faster than 
anyone else. Some special safety 
instruction in which I showed him 
the real risks he had been taking 
was enough to give him the safety 
knowledge he needed to make him 
a safe worker. 


Proper Protective Equipment 
Should Be Supplied 


Approved protective equipment 
sufficient in quantity to meet all 
requirements should be supplied to 
all electrical employees. Since 
system voltages and operating con- 
ditions vary widely in differeat 
plants, there is no single list of 
equipment which would apply 
equally to all installations. Certain 
items, however, are recognized as 
standard. Among them are rubber 








When you need woter coolers remember 
Cordley... Navy and Maritime Commission 
uses thousands. Write for data. 


CORDLEY & HAYES 


434 FOURTH AVE., NEW YORK 16, N. Y. 


Specialists on Water Cooling Equipment for 56 Years 
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be given thorough or inspec- 
ion, and any article found defec- | 
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immediately. 
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iprotective Ps os pong there is still 


he safety 
nake him 


uipment 
a8 al] gone other thin | to do. That is, you 
pplied to [Pave got to se it. You have got to 
;. Since |make me, a worker, sold on safety. 





ting con- 


‘a | SAFETY | 
" Co we Tose) || THESE HAZARDS WITH 


mized as Wedge-Grip 


=f, | VACUUM EQUIPMENT 


| HOFFMAN CLEANING EFFECTS SAVINGS, TOO! 


Fine overhead dust is hazardous, and also 
causes defects in products. Walls and 
all overhead structure can be cleaned 


LETTERS AND FIGURES periodically with Hoffman equipment. 


Vacuum can be used directly on production 
© Will not spall, will not mush- operations, too. Let us tell you how vacuum 
room will bring you definite savings. 
© Deeper impression with less ex- @ Sweeping floors by 
ey vacuum insures a far 
25% to 50%, more service superior job. No dust is 
% Dine size character from 1/16” raised; saves on labor. 
to I” 


WRITE FOR LITERATURE TODAY... SEND \aeuas 


HELP PREVENT AN ACCIDENT TODAY! FOR LITERATURE socal 








r WWNNINGHAM fol} U.S. HOFFMAN 
WEE Se SAFETY STEEL STAMPS MD MACHINERY CORPORATION 


AIR APPLIANCE DIVISION 
105 FOURTH AVENUE. NEW YORK 3. N.Y 











Safety Di.ector Gets 
Just Duc 


Untortunate though it is, some 
employees regard the Safety Di- 
rector as a “necessary evil.” To 
receive a letter like the following 
is indeed gratifying and there is 
little wonder that this safety man 
has developed an excellent safety 
record. This is what we received: 


August 1, 1945 


Occupational Hazards, Inc. 
Gentlemen: 


Enclosed is a simple Safety Bulletin 
called “Five Minutes About Safety.” 
The editor is the Safety Director at 
Pacific Mills Ltd., Vancouver, B.C. 
This quiet, unassuming man, Mr. 
George Holmbergh, has done a mar- 
velous job at the Plant in reducing the 


The little bulletin is one of the 
means by which he “preaches” his 
safety first. I am just one of the 
employees and I wish to remain 
anonymous. The reason I sent this to 
you is, I have seen this man at work 
in his dual role of Safety Director 
and First Aid Attendant and he de- 
serves all the more credit for his un- 
ceasing work in trying to prevent acci- 
dents, and if there is an accident, his 
skill in his profession as Industrial 
First Aid Attendant. Many an em- 
ar ng can thank Mr. Holmbergh for 
eing able to stay on the job after 
some close calls. 

Just an employee 


American Optical 
Takes Over 
The American Optical Company 


has acquired the Safety a 
ment Service Company, previously 


accident rate. 


FLENTS 


ANTI-NOISE EAR STOPPLES 


(REG. U.S. PAT. OFF.) 


are solving noise problems 
in many of America’s leading plants. 
Write for free samples. 


ON THE MARKET SINCE 1927 


FLENTS PRODUCTS CO., Inc. 


103 Park Avenue > 5 , New York 17, N.Y. 
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| safety goggles, 


| respirators, and other safety equip- 
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operated as a subsidiary with head- 
quarters in Cleveland, Ohio and 
factory in Putnam, Conn. 

The’ division manufactures 
safety clothing, 


ment. 


—tin 


Resistoflex Is Safe 


Resistoflex Corporation, Belle- 
ville, N.J., developers of products 
made of compar, has been awarded 
a certificate of merit for having 
achieved a perfect record in the 
17th Annual Statewide Inter-Plant 
Safety Contest conducted by the 
New Jersey Department of Labor. 

In recognition of the fact that 
during 1944 no time was lost at 
Resistoflex because of accidents, 
Harry C. Harper, Commissioner of 
Labor said, “I can assure you that 





(RESOLVER 


POWDERED HAND S 








I am more than well pleased with 
the results that ‘iave been ob- 
tained. In making such a fine 
showing, both plant management 
and the workers in your plant are 
to be highly commended for their 
intersest in plant safety which 
more and more is becoming a 
matter of highest importance in 
industry.” 


<i 
oe 


An Idea for the 
Plants in Your City 


Loyle Davis, Director of Safety, 
The Emerson Electric Manufactur- 
ing Company, St. Louis, Mo., 
was instrumental in the organiza- 
tion of a successful safety exchange 
comprised of the Safety Directors 
of the five largest manufacturing 
plants in the city and county, the 
Industrial Hygiene Engineer from 








With 


special-formula 


vegetable 


OAP scrubbing agent 














EW, IMPROVED 


40 Greater Discharge 
0 Capacity 


IDEAL Rechargeatile 
STORAGE BATTERY 


Busier days increase flash 
light needs of watchmen, 
inspectors, guards. Why 
risk “fading” flashlights? 
Equip with IDEAL long- 
life storage 

batteries that 

assure a 

brighter, stead- 

ier light — al- 

ways — by re- 

charging regu- 

larly. Fits 

standard flash- 

light case us- 

ing two or 

more 114.” size 

D dry cells. 
Guaranteed. 


Write for 
Bulletin BB 444 


ECONOMICAL —One IDEAL Battery can 
replace up to 400 or more dry cells. 
IDEAL Battery Charger 
Plugs into any electrical outlet. Al- 
so available for connecting to 

automobile ignition. 
PROMPT DELIVERY 


IDEAL Syn LOL 


e Battery Division 
IDEAL COMMUTATOR DRESSER CO. 
5072 Park Ave. t% Sycamore, iil. 
Sales Offices in All Principal Cities 
In 3 Irving Smith Lid., 
Montreal, Quebec 





the St. Louis County Health De 
partment, and the Medical Di 
rector of the State Health Depart 
ment. 

The first seven meetings of this 
organization were devoted to visit- 
ing the plants represented and the 
County Health Department for the 
purpose of acquainting the mem- 
bers with the different plant opera- 
tions. 

Subsequent meetings are de 
voted to discussions of conditions 
and accidents actually experienced 
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LOGUCLS TANNIC 


The element of time is of first importanc 
the successful treatment of burns. If a b 
treated within 15 minutes after it occurs, 
probability of blister formation is reducedt 
minimum. But if time is wasted before pro 
treatment is started, serious complications 
infection may follow. 


When using Gebauer’s TANNIC SPRAY i 
treatment of burns, the factors involving 1 
loss are eliminated. This preparation is a 
solution of tannic acid ready for immediate 
Packaged in a sturdy amber bottle havio 
automatic dispensing cap, which permit 
projection of the solution in the form ofa 
jet stream. Upon application the solvent e 
rates rapidly, covering the burn with ane 
applied, dry and flexible film of tannic acid p 


Gebauer’s TANNIC SPRAY is a practical 
first-aid treatment for first, second, aod 
area third degree burns. Write for litera 


THE GEBAUER CHEMICAL § 
9410 St. Catherine Ave. * Cleveland 4, ' 


er, 
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; are de HAND PROTECTION POSTER— 
ditions § “Protect Your Hands” is the name of 
jioiiaeed. a poster being offered by John H. 


Breck, Inc., Springfield, Massachu- 
setts. This ea who manufac- 
tures preparations for the protection 
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of skin, is making the poster available 
to any interested concerns at no 
charge. Write editor this magazine for 


supply. 


Y is a practic’ “INSULATING” |= WELDING 
oe foe Literatu OLOVES—Novel safety device at 

mCraham-Paige Motors Corporation, 
JEMICAL | Detroit, is a handy mitt-dryer de- 
Cleveland 4, 
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—— to protect employees welding 
Alligator amphibian tanks. Perspira- 
tion, with its high salt content, is a 
good conductor of electricity and in- 
creases the danger of serious shock to 





workers handling electrical equip- 
ment. To eliminate the hazard, weld- 
ing gloves are now rapidly dried by 
slipping them over narrow chimneys 
protruding from'a metal cabinet which 
contains a heater and fan. Six pairs 
at a time receive the hot-air treatment. 
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DUST COLLECTOR—The new 
Tubular Dustex dust collector has 
been developed and manufactured by 
the Dust Filter Company, Chicago. 


‘ ea 


Available in three sizes, these are 
portable and self contained, and de- 
signed to remove any kind of dan- 
gerous and obnoxious dusts. The unit 





is specially adaptable to the require- 
ments of buffing, polishing, and grind- 
ing machines. 

No collector bags are used in the 
unit. The filter surfaces are tubular 
in design and are bottomless. Dust 
filtered through them is collected in a 
pan at the bottom of the unit. Thes 
are shaken periodically by a hand 
shaker thus eliminating the necessity 
of opening the machine for cleaning 
purposes. Filtered air is discharged 
through a large muffler to deaden air 
noise, but with minimum resistance. 


CHART FOR WELDERS—A new 
invaluable reference chart for weld- 
ers, which points out the proper 
shades of filter lenses to wear for if. 
ferent types of welding operations, is 
announced by the American Optical 
Company. Copies of the chart can be 
secured free of charge by writing the 
concern direct at Southbridge, Massa- 
chusetts or to this magazine. 

This chart will help simplify and 








Fighting men, as pawns of war, take their 
chances in the line of duty. The victory 
in Europe has released some of these men 
to help furnish the sinews of war. These 
veterans are no longer expendable and 
it’s up to industry to protect them... 
by cutting work hazards to a minimum 
. .. by providing the best in safety ap- 
proved equipment. 


Justrite Safety Products 
Feature a famous lineof Safety Approved 
Lanterns and Flashlights for wherever 
safety portable lights are required in 
mines, oil fields, chemical plants, etc. 
Also a complete line of Safety Cans for 
the handling and storing of flammable 
liquids and as containers for dangerous, 
oily waste. Justrite Safety Products pro- 
vide maximum protection at a minimum 
cost. 


The New Handy- 


Safety Flashlight 
The most popular flashlight on the 
market. uipped with high-effi- 
ciency, low drain bulbs that insure 
long battery service. All the Fa- 
mous Justrite Safety Features are 
“sealed-in’’ a sturdy plastic case 

that fits the palm of the hand, on 

belt clip or stands alone. Model No. 17-8 


Approved for Safet 
This No. 17-S Safety Flashlight is listed for safety 
by Underwriters’ Laboratories, Inc., U. S. Bureau 
of Mines and by the Bureau of Marine Inspection 
for safe use in pump rooms of tankers. 


Oily Waste Can 
Safe wherever oily, dangerous 
waste is handled. Ruggedly built 
from 24 gauge steel. Made with or 
withoutfootlever. Topcloses aut 
matically. Tested for safety by 
Underwriters’ Laboratories, In 
and Associated Factory Mutu 
Fire Insurance Companies. As‘ 
your Supply Distributor for Spec 
fications and Prices. 





Oily 
Waste Can 





JUSTRITE MANUFACTURING cO., 2063 N. Southport Ave., Dept. C-3, Chicago 14, II! 
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—_ up the welder’s work, in ad- 
ition to guarding his eyesight. For 
example, in a torch cutting 
and welding, the shades of filter lenses 
are classified according to whether the 
cutting or welding is light, medium or 
heavy. 

of great importance to the welder, 
the shades for electric welding are 
classified according to the different 
diameters of the welding rods; con- 
sideration has also been given to the 
use of carbon, helium and atomic 
hydrogen arcs. 

Wherever possible, a choice of 
shades is given because of each indi- 
vidual’s varying sensitiveness to light. 
The chart is printed on substantial 
lightweight cardboard. 


SAFETY SPLICE—The American 
Chain & Cable Company, Bridgeport, 
Connecticut, announces the develop- 
ment of a new method for splicing 
wire rope into slings or various assem- 








blies—a method which renders hand- 
tuck splicing obsolete and unneces- 
sa 


ry. 

This method develops a neater and 
more compact splice than is possible 
by the hand method. The splice is 





flexible clear to the terminal, and 
always devlopes 100% of the rope’s 
strength. The ACCO-LOC SAFETY 
SPLICE does not distort the rope 
structure and so maintains equiliza- 
tion of stresses in all strands. The 
splice applies the load stress in direct 
line with the pull of the load. It has 











WHY MURINE, a Buffered Isotonic 
Collyrium, |S IMPORTANT IN INDUSTRIAL HYGIENE 


SOLUTIONS that would be entirely harmless to the skin surfaces may injure the 
eye severely, due to osmotic pressure changes within the membrane cells. Pure 
water or hypotonic solutions used in the eye favor development of edema or swell- 
ing, while solutions of a higher salt concentration than the tears may cause a shrinkage 
or loss of water from the membrane cells. 
important, therefore, that any aqueous solution used for cleansing or washing 
the eye be very close to the same osmotic pressure or be in isotonicity with the tears 
which normally bathe the eye. The osmotic pressure of the tears is normally much 
higher than that of the blood, corresponding to about 1.4% solution of salt. Murine 


has been adjusted to this range of osmotic pressure. 
Normally, the tears are slightly alkaline, having a pH of approximately 8.0. Marked 
changes from this hydrogen ion content may also cause irritation. Murine has therefore 


been buffered to this pH range. 


Murine is indicated for regular use in industrial plants where 
strong light, dust, or metallic particles are prevalent. In cases of 
injury to the eyes, Murine is an effective first-aid preliminary to 


medical inspection and treatment. 


MURINE CONTAINS Potassium Bicarbonate, Potassium Borate, 
C. P. Boric Acid, Berberine Hydrochloride, Glycerin, Hydrastin 
Hydrochloride, Sterilized Water, ‘Merthiolate’ (Sodium Ethyl Mer- 


curi Thiosalicylate, Lilly) .001%. 


THE MURINE CO., 


CHICAGO, U.S.A. 





INC. 
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no seizings to loosen, unravel or get 
in the way; no wire ends to barb and 
tear workmen’s hands. It is wide open 
for visual inspection at all times. 


ACCIDENT PREVENTION SPEC- 
IMEN FORMS—The National Safety 
Council’s Rubber Section Engineer- 
ing Committee has prepared a book 
of specimen forms used in connec- 
tion with accident prevention in in- 
dustry. Some of the forms illustrated 
are: Report of Accident, Cause and 
Agency Chart, Accident Summaries, 
Medical and Hospital Records, etc. 

These forms have been found use- 
ful within the Section and should be 
useful to all industry. They will be 
ayy if subscriptions are obtained 
or 100 copies at $5.00 per copy. If a 
larger number of subscriptions is re- 
ceived, the price per copy will be re- 
duced to the actual cost of publica- 
tion. 

Further details may be obtained 
from the Rubber Section, National 





Safety Council, 20 North Wacker 
Drive, Chicago 6, Illinois. 


SCREENS FOR INDUSTRIAL 
TRAINING FILMS—Radiant Manu- 
facturing Corporation, in Chicago of- 
fers their “HYFLECT” Glass Beaded 
Screens, designed especially for indus- 
trial needs. Visual aids become more 
efficient when used with these per- 
fected RADIANT Screens, and worker 
attention and interest are more effec- 
tively maintained. All square sized 
RADIANT Screens for slides or strip 
films are now convertible to oblong 
size for motion pictures by merely 
raising the screen to indicated size. 

The Portable Model Tripod Screen, 
Model DS, permits raising and low- 
ering to any position by means of the 
new “Auto-Lock.” This line of screens 
also includes a complete range of wall 
and ceiling screens—up to 20’x20’— 
and are available for immediate de- 
livery. Write the edtior of this maga- 
zine for full information. 





ANOTHER ENEMY 


OF INDUSTRY 


HAS BEEN OVERCOME 











Industry discarded the germ-laden drinking cup 
years ago. And now, industry knows that CLEAN 
and STERILIZED working garments eliminate 
accidents, prevent disease, lessen fatigue and in- 


crease efficiency. 


There is no reason for anyone in your plant to wear 


































dirty or greasy garments. In your locality there is 


an Industrial Launderer, who is a reliable mem- 


CONSERVE AND RECLAIM ALL 
COTTON MATERIALS AND 


ber of the N.I.L. & C.A. This Industrial Launderer LEATHER GOODS. 
has machinery designed to wash and clean work The Industrial Launderer reclaims 


clothing at a small nominal charge. (See your 


classified phone book) 


wiping material, towels, gloves, felt 
pads, wristlets, etc. Don’t throw 
anything away. Get in touch with 
this Industrial Launderer today. 


THE NATIONAL INDUSTRIAL LAUNDERERS & CLEANERS ASSOCIATION 
3517 West Harrison Street, Chicago 24, Illinois 
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INCENTIVE PLANS—The Incen- 
tive Engineering Division of Royal 
Incentives, New York City, has pre- 
pared a file folder on good industrial 
relations. In this folder can be filed 
such current subjects as: increasing 
production and improving quality; 
making the employee think and offer 
constructive suggestions; improving 
safety, lowering absenteeism, improv- 
ing attendance and morale; selecting 
the proper badge, insignia, etc.; sug- 
gestive details of operating Royal co- 
ordinated incentive system. 

A complete file covering the subject 
of co-ordinated incentive merit award 
system is enclosed in the folder, to- 
gether with other material on the 
above topics. Write for full details. 


ALUMINUM LADDERS—A com- 
plete line of industrial ladders in all- 
alumnium tubular rail and channel 
rail construction is being announced 





by Duo-Safety Ladder Corporation, 
Oshkosh, Wisconsin, and are avail- 
able for immediate delivery. All 
alumnium construction offers the ad- 
vantages of light weight plus greater 
strength and safety. 

Featured in a new AL 45 Broad- 
side are Heavy Duty and Light and 
Medium Industrial Types in both 
single and Extension models—Fold- 
ing Ladders, Marine Boarding, Scaf- 
folding, Light Telephone and Utilities, 
plus a Heavy Aluminum Platform 
Step Ladder to be announced very 
shortly. Copies of this broadside will 
be mailed on request by writing to 
the company at 809 Ninth Street. 


TEST FOR STATIC—An easy 
method to determine whether any rub- 
ber V-belt, flat belt, hose or other prod- 
uct is static conductive has been de- 


veloped by technicians of The B. F. 
Cookich Company, Akron, Ohio 
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Surgitube 


The Seamless, Tubular, 
Gauze Fabric Bandage 


(U. S. Patent No. 2,326,997) 


A seamless gauze fabric in tubular form, in rolls of 50 yards packaged in 
handy dispensing box. Produced in five sizes for application as dressing to 
fingers, toes, hands, feet, arms, legs, breasts and head. The patented tech- 
i of elasticity and flexibility that insures easy ap- 
plus perfect conformation without any bind- 
es a more suitable bandage in most cases, but saves 
30% to as much as 500% in material, as compared with ordi 
Used in civil, industrial and government hospitals, and by surgeons, physi- 
ists, chiropodists and nurses for more 
Carried in Stock in All Sizes By 


NORTHWESTERN SALES CORPORATION 


Distributors 
foupiet Dressings, Allied Products and Industrial P 
1045 EAST ST. CLEVELAND 14, OHIO 


SEND FOR ~ 
FREE SAMPLE 
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A simple assembly, using a five or 
six foot length of lamp cord with stand- 
ard rubber socket plug, a two-watt 


Neon bulb, two ordinary clamps or 
metal prongs and two insulated handles 
can be readily constructed for the tests. 
One of the wires of the cord is cut, 
the Neon bulb inserted in a standard 
base, the insulated handles installed 
near the end of each wire, and the 
prongs or clamps attached to the wires. 

To make the test, part of the belt 
or other rubber product is moistened 
with water, leaving a dry section eight 
to twelve inches long between the 
moistened surfaces. The testing assem- 
bly is plugged into any 110 volt alter- 
nating current line, and the clamps or 
prongs applied to the moistened sur- 
faces, with the dry in the middle. If 
the bulb glows, the rubber product is 
a static conductor. 

Goodrich, which was among the first 
to develop rubber compounds that con- 
duct static, recommends that all such 
belts be tested for conductivity at regu- 
lar intervals of at least once monthly. 


THE COMMONSENSE WAY TO 


CLEAR and PREVENT ATHLETE’S FOOT 


IN SHOWER ROOMS 
BATHERS LIKE ONOX—IT MAKES THE FEET FEEL FINE 


Recent research has up- 
set former theories re- 
garding the control of 
Athlete’s Foot. ONOX 
is revolutionary. A safe, 
non - poisonous skin 
toughener does the 
work. You may test it 
under any conditions 
you choose to impose 
and without obligation. 
For example: 
We will ship prepaid, your trial order 
for any amount of ON and equip- 
ment. Use it for 60 days. If at the end 
of that time has not proved 
itself to your complete satisfaction you 
owe us nothing. 


ODORLESS, 


NEAT, CLEAN, 


SAFE, NON-POISONOUS SKIN TOUGHENING 
TO COUNTERACT THE SOFTENING 
EFFECTS OF WEARING SHOES 


PLEASANT TO USE 


PONE 


y; . . o 
We would like to send you the simple details of the *PeNsem 


ONOX method now used by hundreds of institutions— 


coast to coast. 


ONOX. INC.. DEPT. H. 121 SECOND ST.. SAN FRANCISCO 5. CALIF. 


Ff 
oR “igy, 


o 
Q 
Nox 


| . 
mportant: Did you note the ‘Radical reversal of medical teaching” tn TIME Magazine? 


A report based on |0 years observation by 9? 

IHlogical''—'' Potentially harmful 
IT STEPS UP RESISTANCE 
surprised! 
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U. S. Skin Specialists 
Onox on the other hand is a safe, non-poisonous skin toughener 

INSTEAD OF BREAKING IT DOWN! Try the Onox way 
(Copy of TIME article sent on request.) 


calls Foot Baths ‘'Futile’’— 


You'll be 
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SPECTACLES AVAILABLE IN 20 
FRAME SIZES-—Safety spectacles in 
a complete range of sizes to fit every 
face are now being made by Willson 
Products, Inc., Reading, Pennsylvania. 
With a choice of 20 frame sizes, any 
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face type can be well fitted. The 
Super-Tough lenses are heat treated; 
every lens is individually tested for 
impact strength and optical clarity; 
and the frames are reinforced. 

The spectacles are available in 


ng the first 
ls that con- 
at all such 
ity at regu- 
monthly. 
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Surety 
SURESEAL SYNTHETIC RUBBER 
GLOVES Return Absent 
Hands J] Keep needed hands “on duty” 


matitis with protective gloves made of hard- 





clear or Willsonite green glass, with 
or without a variety of 10 types of 
side shields in clear or green plastic, 
wire mesh, or leather. Clear flat lenses, 
1.25 curve or 6 curve, or flat Willson- 
ite in four shades may be obtained. 


TRIPLE SANITIZING ACTION— 
A basically new three-function chemi- 
cal development, claimed to have de- 
odorizing, cleaning and _ germicidal 
properties, is announced by Oakite 
Products, Inc., 14G Thames Street, 
New York City 6. The material, Oak- 
ite TRI-SAN, is a -vhite powder, 
which is dissolved in water and ap- 
plied to surfaces in the same manner 
as any cleaning agent. 

Primarily designed to simplify plant 
hygiene procedures, the material, due 
to its germicidal and fungistatic ac- 
tivity is reported to be highly effec- 
tive in controlling and preventing 
growth of spores and mold organisms 
often found on surfaces of walls, 













* Avoid rubber allergies and der- 


to-snag, abrasion resistant Surety Sureseal 
Synthetic. Patented Turn-cuffs provide max- 
imum safety. Cuffs up prevent skin-irritating 
liquids from running down arm—cuffs down add 
two inches of welcome safeguard. Laboratory and 
users tests prove you get up to 14 times the service 
in Surety Sureseal, the extra-long- 
wearing glove. 


Send for your Surety Glove 


Selector—takes the guess work 
out of glove buying. Do it 
now! 
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RUBBER COMPANY 


CARROLLTON, OHIO 
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ceilings, floors. A free 20-page il- 
lustrated booklet gives directions and 
formulae for using and describes ap- 
plications of Oakite TRI-SAN in dif- 
ferent industries. 


WASTE CAN—The Rochester Can 
Company, Rochester, New York, is of- 
fering a new and improved type Oily 
Waste Can for industrial use. Con- 
structed of galvanized steel in accord- 
ance with Underwriters’ Laboratory 
specifications, the can provides safe, 
simple storage of oily waste and other 
flammable materials. 

The top is ty. to insure im- 
mediate gravity — and fits can 
snugly, with no possibility of remain- 
ing open. The foot-operated opening 
mechanism hugs can exterior with no 
protruding parts to rip or catch on 
clothing. 

Newest safety feature is the full- 
length body which provides a firm 
stable base that eliminates legs and de- 
creases tipping hazard. Air vents in the 














iB Neoprene Coated Clothing 














Complete range of styles and 
sizes. Duck material coated 
with Neoprene makes one of 
the best all purpose protec- 
tive materials available. Ideal 
for hot weather since it is 
cooler than leather. Jumper 
suits, coats, pants, jackets, 
gloves, etc. Send for catalog 
illustrating full line. Keep our 
catalog on file for reference 
on all kinds of safety clothing. 


SAFETY CLOTHING 
and EQUIPMENT CoO. 


7016 Euclid Ave., Cleveland 3, Ohio 
Phone Endicott 1722 
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body between bottom of the container | 
and the floor allow good air circulation. 





FIREPROOF CURTAIN—Univer- 
sal Safety Equipment Co., 700 S. Cali- | 
fornia Avenue, Chicago, has introduced 
a flameproof welding curtain, plus a 
frame to hold these curtains. The cur- 
tains may be bought separately by the 
square foot in any size, or the frames 
and curtains ordered together. In the 
latter case, shipment is made complete 
with hooks for hanging curtains on the 
frames. 

The frame can be made of either #” 
or %” tubing and is so hinged that it | 
folds flat when not in use. The cur- 
tain is 5’ high. The center section is 6’ 
wide and each wing is 3’ wide. The 
entire unit can be folded flat and picked 
up and carried easily by one man. The 
wings can be extended at any angle. 


GOGGLE CLEANER—Announce- 
ment of the Allen Sani-Spray Goggle 
Station and Sani-Spray Liquid Goggle 
Cleaner for industrial use has been 
made by Allen Optical Company, Buf- 
falo 2, New York. This Goggle Sta- 
tion is a self-contained, heavy duty, 
steel atomizer cabinet, designed es- 
pecially for applying Sani-Spray Gog- 
gle Cleaner. The cabinet holds a quart 








































SAF-I-SHIELD 


Optically Correct Goggle 


Made of crystal clear plastic, this 
goggle is moulded in optical ground 
and polished moulds, eliminating 
distortion and reflection—it is optic- 
ally correct. Goggle is light as a 
feather and is held in place without 
tension by the all rubber headband. 
FREE sample goggle on request. 
Write us on company letterhead and 
sample will be mailed you immedi- 


ately. 


UNITED STATES 
SAFETY SERVICE CO. 


1215 McGee St., Kansas City 6, Mo. 








DR. GAUZBAND SAYS... 


A 20c INVESTMENT 


MAY SAVE YOU $500.00 OR MORE 








This is es Roll a Boat. 
cated 
band ‘Self . “Adhering 
Gauze 





The average cost for 120 inches of medl- 
cated a.b.c. GAUZBAND self adhering 
gauze Is 206 or less. 


Used on the hands or fingers of your skilled 
workers, this gauze may save you $500. 
or more by protecting your workers 
against infections from minor cuts, 
burns and bruises. Speeds up produc- 
tion—. Keeps workers on the job. 
For routine bandaging for first oe 
and production Use—S AR 
a.b.c. GAUZBAND Medicated Salt. 
Adhering Gauze, 















AMERICAN BANDAGE CORP., 325 w. onio, cHICAGO 10, ILL. 








At first giance . .. it 
looks like any other roll 
ef gauze but... its 
performance is vastly 
different! 








For the worker who comes in con- 

ir with “a. distn & Wythe 
Use—OIL SISTANT 

roue WITH" LIQUID PROTEC. 


Note: Standard and Oil Resistant Gauzband are 
covered by United States Patents No. 2,269,743 
and 2,371,001. Avoid imitations. More than 10,000 
customers & 250 authorized dealers testify to the 
growing popularity of a.b.c, products. 


Order from your surgical supply ote or write 
us for full particulars. 


























Reeves 


Reg. U. S. Patent Office 


FLEXIBLE 
STRETCHERS 





Even the oy oes casualty may be harmed 
still further by rough or improper handling. 
REEVES flexible stretchers enable attend- 
ants to reach the most inaccessible places. 
Complete safety, ease of handling and 
greater strength makes REEVES stretchers 
the choice of particular safety directors. 


No. 101—$14.50 


Constructed of two layers of heavy-weight 
canvas. Three web straps. Riveted leather 
handles. Folds compactly. 


Size open 6’ 6” x 286" Closed 4’10” x 6” 


Send for descriptive circular 


A. SMITH & SON, INC. 


ESTABLISHED 1867 
1239 RIDGE AVE., PHILA, PA. 














jar—refillable—of Sani-Spray, a supply 
of tissue paper, and a built-in re- 
ceptacle for used cleaning tissues. 





Simple push-button control _ re- 
leases a fine mist of Sani-Spray from 
an orifice on one side of the cabinet. 
Pressure for Sani-Spray is provided by 
connecting to the plant air line. An 
adjustable control valve regulates the 
predetermined amount of spray that is 
applied to the goggles. 


FOR WIRE STRAPPERS—A 
glove for “Strapping Machines” — 
ators has been developed by Indus- 
trial Gloves Company of Danville, 
Illinois. This glove is made on the 
flexible, seamless palm pattern with 








Banish 

Odors 

by the 
Multi-Wash 
Method 


letins. ° 


Those odors, along with dust 
and fumes, which impair 
working efficiency and in- 
crease labor turnover are 
eliminated most effectively 
by Schneible Multi-Wash 
Collectors. Efficiency is high, 
cost is low, and maintenance 
is negligible. Write for bul- 


CLAUDE B. SCHNEIBLE CO. 
2827 Twenty-fifth St. 
Detroit 16, Mich. 
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extra palm patch of chrome tanned 
pee for extra service. 

The base glove is grain leather for 
comfortable fit . . . practically elim- 
inates “hand tiring.” The fingers and 
thumbs are left open end to further 
increase flexibility and permit the easy 
picking up of tape, or wire, small 
tools, etc. Another feature is the open 
back for coolness. This glove is made 
in sizes for men and women. 


JOB SAFETY TRAINING MAN. 
UAL—tThe National Foremen’s Insti- 
tute is publishing another book to facili- 
tate the teaching of accident preven- 
tion. This Job Safety Training Manual 
provides a brief, intensive training pro- 
gram for foremen and _ supervisors 
composed of five two-hour sessions. 
Simple and basic, the manual is the 
outcome of the authors’ own practical 
experience in giving many JST pro- 
grams. Kenneth L. Faist and Stanton 
M. Newkirk, who prepared the man- 
ual are connected with the Champion 
Paper & Fibre Company as Safety 
Director and Personnel Director. Their 
technique of safety instruction has al- 
ready been used in several plants and 
the results of numerous conference 
sessions are incorporated in their text. 

The book comes in loose-leaf form, 
blue fabrikoid cover, with supple- 
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The Perfect 
Oil Absorbent 


Keeps Oily Greasy Floors Dry 
Protects Against Fire Hazards 


Just spread QUIK-SIL 

COMPOUND _ wherever 

oil or grease drips or ac- 

cumulates . . . for safe SOLUBLE 
protection against slip- [O}WYtiitla ‘sy 
ping accidents. Quickly 


dries up oil and provides 
safer footing. Far su- 
perior to flammable saw- 
dust, waste, rags, etc. 
Harmless to shoe soles, 
clothes, hands or any 
type of flooring. Extends 
the life of leather belt- 
ing. Reduces floor clean- 
ing costs. Insures safer Board of Fire Un- 
power trucking. derwriters 

FREE DEMONSTRATION 


Free trial supply for actual plant demonstration 
sent on request, with literature. Write today! 


TROJAN PRODUCTS DEPARTMENT 


THE DIVERSEY CORPORATION 
53 W. JACKSON, Dept. OH2 
CHICAGO 4, ILL. 





Approved by Un- 
derwriters Lab- 
atories, Inc. spon- 
sored by National 





Lets all win 


the war against 


Do it. 


- « with the help of 


STONEHOUSE SIGNS 
For Accident Prevention 


Hundreds 


of differ «: ock- . 


wordings are shown ny 167 
Stonehouse Catalog f 
free on request, 


STONEHOUSE SIGNS, Inc. « 838 Larimer steeere Denver 4, Colo. 


Aucust, 1945 























You! (86-page 2-color booklet); Care- 
lessness Cripples (8-page booklet); 
Opportunities for Promotion Through 
Job Safety Training (A Manual for 
Supervisors). Complete, $5.00 plus 
postage. National Foremen’s Institute, 
Deep River, Connecticut. 


SAFETY SNOODS—Par Manufac- 
turing Company, Chicago, has a new 
safety snood for women that slips on 
quickly and adjusts easily because of 
the elastic feature. They hug the head, 
protecting the hair and scalp from 
moving machinery, and from oil, dust, 
and grit. 

These snoods come in four wash- 
able models. Write for price and sam- 
ples to OccupaTIONAL Hazarps Maga- 
zine. 


SAFETY MARKING HOLDER— 
A new Safety Peripheral Marking 
Holder for stamping around the outer 
circumference of tubing has been de- 
veloped by the M. E. Cunningham 
Company. 

The Peripheral Holder is of all- 
welded design and constructed of 
Cunningham’s Safety Steel to insure 
maximum safety and service. The 
Holder features a hand grip lock, and 
is equipped with a pointed screw 
which holds the unit firmly in po- 
sition for marking. 

Assuring clean, even impression, 
the Safety Peripheral Marking 
Holder eliminates separate handling 
for each character and permits pe- 
ripheral marking around the end 
rather than marking along the length 
of tubes. 

This new holder is available with 
any reasonable number of characters. 
Further details are available through 
this publication, or by writing direct 
to M. E. Cunningham Company, 91 
E. Carson St., Pittsburgh, Pa. 


SLINGS—The complete line of 
Macwhyte Caldwell “Level-Lift” 
Slings are now made in % ton, 1% ton, 
3 ton, and 6 ton capacities. Here’s how 


76 


they work. After the light-weight block 
containing wire rope is put on the crane 
hook, the crane operator spots the crane 
hook over the approximate center of 
gravity of the load and the floormen 
attach the sling to the load. 





The crane operator then applies the 
power to lift the load, and as the crane 
hook is lifted, the rope automatically 
adjusts itself through the “level-lift” 
block. In so doing, one sling leg of rope 
becomes longer than the other, and as 
the weight of the load pulls on the wire 
rope, the sheave in the block pulls 
down against a brake which prevents 
slippage. The load is then lifted level. 
Get prices and further details from 
Macwhyte Company, Kenosha, Wis- 
consin. 
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BECAUSE it contains no free alkali or caus- 


tics to irritate and damage sensitive skins. 


BECAUSE its exclusive blended emollient 
incorporates lanolin plus several other ingre- 
dients to prevent defatting, dryness and 
chapping. 

BECAUSE its pH compares with that of 


ordinary city drinking water. 


BECAUSE its detergent salts are scientifi- 
cally and perfectly buffered and balanced 
for the greatest safety. 


BECAUSE there is no pumice, silica, sand 
or other dangerous mineral abrasives in this 
finest of granulated safety skin cleansers. 





When you purchase ony Pax Product 
you also purchase the experience ond 
ability of Pax Technicians acquired 
through 20 years of exhaustive devel- 
opment ond research. 


fpooten 


mmf 


If you want @ sulphonate il 
and cleanser ask about oe 
Pax Product of this ty — 
having « pH Sinem 




















*Tradename of G. H. Packwood Mfg. Co. 


7 and 6, 


G. H. PACKWOOD MFG. CO. 


1545-55 Tower Grove Ave. - St. Louis 10, Mo. 















This shoe and a letter describing the 
accident may be seen in the collection 
of the Safety First Shoe Company. 


Soph 
under 40 








The man who wore this shoe was working with a wrecker crew handling a 40-to 
boiler. The boiler slipped off the bar that held it and fell on his foot. They had t 
take an acetylene torch to cut the boiler away, but the man’s toes were only bruise 
Had it not been for his SAFETY FIRST Shoes, whose steel toes held that boiler, 
undoubtedly would have been crippled. 


Model 7831 Black 
Heavy, Work-Shoe 
Leather Blucher. 
Double leather out- 
sole, rubber heel. 
Also available with 
composition out- 
sole. Sizes 5 to 1 

& 12. Widths D, EE. 


HEAVY OUTSIDE WORK 


UNION MADE 


Safely Ginst sHoe COMPANY 


HOLLISTON, MASSACHUSETTS 


Makers of Industrial Shoes for a Half Century 





